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STACKS 








Not just a non-boilable suture... 
But DeG@ THERMO-FLEX* Catout 





Where a non-boilable suture is preferred, DxG Thermo-Flex 
catgut provides the special advantage of maximum practical 
flexibility—in addition to a rigidly controlled balance of 
qualities essential to correct behavior. This superior com- 
bination of qualities is achieved by D&G’s carefully planned 
research and absolute control over processing, from the 
selection of raw materials through every step of manufacture. 
Thermo-Flex is available with swaged-on Atraumatic needles 
developed in collaboration with eminent surgical authorities 
for every type of surgery in which catgut is indicated. 

*Reg. Trademark 


DEG Sutures | 


“This One Thing We Do” 
D&G sutures are obtainable through responsible dealers everywhere 


DAVIS & GECK, INC., 57 WILLOUGHBY ST., BROOKLYN 1, N. Y. 











FOR YOUR TABLE 


Of all the fruits that are canned, only 

the best are chosen for the Sexton label 

and your table. These luscious, sun- 

coop roop ror ©4Yipened Apricots are of the Blenheim 

PLEASED GUESTS = Variety grown in the famous Santa Clara 

Valley of California where Mother Na- 

ture is most lavish. They are the pick of the crop. Each 

can is chock full, giving you at least one extra serving. For 

quality and economy depend upon Sexton, specializing in 
foods styled to your particular service. 






JOHN SEXTON & CO. 1946 





























SEXTON FINE QUALITY FOODS 
FOR RESTRICTED DIETS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 
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Analyses On Every Can 
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VAPOR 10 WO 


Tn providing for complete utilization of available power 














and automatic control of the rate of heating, losses ordinar- 
ily sustained through the creation and disposal of excess 
steam are completely eliminated. Appreciable savings in the 
wasteful consumption of heat and water are now possible 
with the EXCESS VAPOR REGULATOR, an accessory 


feature of— 































Analyze these budget-reducing factors: 


The American Excess Vapor Regulator requires no venting 





system whatever . .. no inconvenient, difficult or costly 


venting job involved. 


Operates by steam, gas or electricity .. . utilizes the type of 
power available. 

After water is brought to a boil, heat is automatically cut 
to rate required to maintain the degree of boiling desired 
... eliminates time-consuming supervision to avoid too 
vigorous boiling. 

Reduces water evaporation to a minimum ... formation of 
scale on instruments, utensils and in the sterilizer, is 
dramatically reduced. 


No excess steam to escape in utility rooms ... no resultant 
damage to walls and ceilings requiring redecoration. 





pe 


WRITE TODAY for descriptive literature 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 
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wtllip, 


pure concentrated 


ORANGE and GRAPEFRUIT JUICES 


offer Quality ... Convenience ... Economy 












FREE FROM ADULTERANTS, preservatives or fortifiers, their use eliminates wide 
variations in flavor and consistency experieneed with average market fruit... as 
Sunfilled presents a unique blending of sweet and sour juices for uniform values. In 
ready-to-serve form, they closely approximate freshly squeezed juice in all nutritive 
and characteristic properties. Of dietary importance, the indigestible peel oil fraction 
has been reduced to but .001%. 


TIME SAVING FACTORS which provide for the elimination of inspecting, cutting 
and reaming of fruit. No handling of cumbersome crates or refuse disposal involved. 
Far less storage and refrigeration space required. 


ECONOMY THE KEYNOTE, high fluctuating market fruit prices may be disregarded. 
No spoilage or shrinkage losses to increase the actual cost per serying... every ounce 
aa can be satisfactorily used without waste. 

JONFILLED 


RE CONCENTRATER 


ORDER TODAY and request 
price list on other Sunfilled quality products 


CITRUS CONCENTRATES. INC. 


Dunedin Florida 
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CAPITAL 


d—Noiseless 


CURTAIN CUBICLES 


Streamline 


QMS The initial cost of Capital Cubicles 
is the lowest in the market. There are no mainte- 
nance costs to consider! 


EEE ew Any mechanic can install 
Capital Cubicles. They are delivered complete, 
each cubicle and curtain numbered . .. with plan 
sheet and detailed instructions. If desired, we will 
make installations at nominal cost. 


SMOOTH eee §6Capital 


Cubicle’s patented features prevent hooks from 
catching or jamming, and assure quick, quiet and 


dependable operation. 
GOMESM LL EH Curtain hooks operate inside 


the track. They cannot scratch finished surface 
-..and cannot be removed or lost! 


Capital Cubicles are smartly 


streamlined in appearance. Metal parts are of 
sturdy brass tubing and bronze fittings, finished 
with heavy chrome plate. The curtains, non- 
transparent and sanforized, are available in 
white and restful, fast colors; substantial rust- 
proof eyelets will not pull out or stain the cloth. 


WRITE FOR ILLUSTRATED FOLDER J-5 


Include rough sketch of rooms, indicating bed posi- 
tions. We will submit plans, specifications and 
cost. No obligation, of course! 


CAPITAL CUBICLE CO., INC. 
213—25th ST., BROOKLYN 32, N. Y. 


TEL. SOUTH 8-9365 +» AGENTS IN PRINCIPAL CITIES 
ELLER ALLTEL AIEEE SLL TT 
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BIOLOGICALS, BIOCHEMICALS, PHARMACEUTICALS FOR THE MEDICAL PROFESSION 


NEW AMINO ACID PREPARATION 
PROVIDES 3-WAY PROTECTION 


Aminovite, the new “National” amino acid prepara- 
tion, is specifically designed to fulfill three important 
purposes: to supply the amino acids, B Complex 
factors and minerals essential for proper nutritional 
balance. Thus, Aminovite provides a valuable dietary 
supplement, whenever intake of these components is 
re ea loss is excessive, or demand is unusu- 
ally great. 

Aminovite contains, in the form of protein hydro- 
lysate, all the essential amino acids, together with 
carbohydrates, iron, calcium, and the water-soluble 
B Complex factors found in natural sources. It is 
palatable and easily assimilable. Write for professional 
literature to The National Drug Company, Phila- 
delphia 44, Pa. 














_NATIONAL 


DRUG COMPANY 


—— 


MMinovitty 


( Aminovite contains: 


70%; Autolysed Yeast, 


er Powder (secondary 
fraction), 2%; Lactal- 


oS _ bumin, 10% 


Protein Hydrolysate, 


ce 


Se 


10%;Hi-Ribo,2%;Liv- 


NATIONAL DRUG COMPANY, PHILADELPHIA, 
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equipment with 


POUR-0-VAC SEALS 


the modern, reusable hermetic closure 
for sealing, storing, handling and con- 
serving surgical fluids. 





THESE FACTS ARE CONVINCING... 



























Pour-o-vac Seals eliminate the possibility 
of sterile water contamination caused by 
intake of bacteria-laden dust . . . avoids 
contamination by unfiltered air. 


They serve a secondary function of provid- 
ing a dustproof seal for remaining fluid 
when only the partial contents of a con-. 
tainer are used. Of importance, they are 
interchangeable with all Fenwal 3000, 
2000, 1000 and 500 ml. containers. 


In permitting contents to be stored for long 
periods under vacuum .. . periodic testing 
for sterility without breaking the hermetic 
seal . . . pouring of contents from a non- 
drip sterile lip, Pour-o-vac seals eliminate 
the wasteful, time-consuming and ques- 
tionably scientific method. of sealing with 
- gauze, cotton, paper, string and tape. 


ALSO INV ESTIGATE—Fenwal Automatic 


Washing Units, capable of accommodating and 
thoroughly cleansing 4 containers in 30 seconds. 


ORDER TODAY or write immediately for 
further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge, Massachusetts 
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BEFORE YOU DECIDE ON THE 
PENICILLIN OF YOUR CHOICE 


For many years, Schenley has been among the 
world’s largest users of research on mycology 
and fermentation processes. In addition, 
Schenley Laboratories manufactures a com- 
plete line of superior penicillin products—prod- 
ucts thoroughly tested for potency and quality. 
These two important facts mean you may give 
your patients the fits of complete 
penicillin therapy. 








PENICILLI RODUCTS 


Penicillin Ophthalmic Ointment Schenley 
Penicillin Ointment Schenley 
Penicillin Troches Schenley 
Penicillin Tablets Schenley 
Penicillin Schenley 


gy, 
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ahi bhe acute form, early administration 
<p establishment of the diagnosis) 
equate amounts of penicillin will miti- 
ate the severity of the infection. Hence, the 
iortality-rate is reduced, destructive proc- 
ses with-subsequent deformity are mini- 
zed-and the duration of the disease is 
jorkenéd. Control and eradication of the 
==>: infection may be obtained 
without major surgical 
intervention; however, 
surgical removal of 
necrotic bone will be 
required in some instances 
and abscesses should be 
either aspirated or 
incised and drained. 


In the chronic form, major 


Pla SS. surgery is usually 
Pisa st-to effect a cure; however, 


a be thn ; administered both preoperatively 


i 
operatively, is of inestimable 


Ga os ; : 
ig bewekein localizing the infection and 


préventing acute exacerbations. 


=: 
The administration of 20,000 to 40,000 
units by the intramuscular route every 2 to 4 
hours is advised. When necessary, parenteral 
administration of penicillin should be sup- 
plemented with local instillations of 25,000 
to 50,000 units in a sterile solution two to 
three times daily. Due attention must be paid 
to surgical, supportive, and other measures 
when these are indicated. 


To determine complete control and 
eradication of the infection, a prolonged 
follow-up period with frequent physical 
examinations and serial roentgenograms 
is advised. 





KEEFER, C. S. Penicillin—Its Present Status in the 
Treatment of Infections: The Nathan Hatfield 
Lecture XX1X, Am. J. Med. Sc. 210:147 ( Aug.) 1945, 


ALTEMEIER, W. A.: Treatment of Acute 
Hematogenous Osteomyelitis with Penicillin, 
Ohio State M. J. 42:489 (May) 1946. 


SCHENLEY LABORATORIES, INC. Executive Offices: 350 Fifth Avenue, N. Y. C. 
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First Aid 
for Sunburn 


The same rapid control of 
pain which features the use of 
Foille in serious burns, is 
noteworthy in the treatment 
of sunburn and blistered feet 
(pressure burns). 

The analgesic and antisep- 
tic properties of Foille render 
it invaluable in any surface 
injury which is nonsystemic 


in origin. 


FOILLE FORMS: 


OINTMENT 
6 pound, 1 pound jars, 
2-oz. collapsible tubes 


CARBISULPHOIL EMULSION 
COMPANY gallons, quarts, pints, 


4-oz. and 2-oz. bottles 
3116 Swiss Ave. DALLAS, TEXAS U.S.A. 





HOSPITAL TOPICS AND BUYER 





\ 


\ Ytine Iusteumenls. 


for BRALY, OBSTETRICAL and “Q 
(L SURGERY 
me 


| 
oN y. >. 


} ae 


a” 


N the display cases of leading med- 

ical museums, many surgical instru- 
ments of earlier days, bearing the 
PILLING hallmark, testify to the sig- 
nificant contributions to Surgery made 
by Pilling during the past one hundred 
and thirty-two years. 


The modern Pilling instruments pic- 
tured above, designed by acknowl- 
edged leaders in brain, obstetrical and 
general surgery, today embody the 
traditional qualities of authoritative 
design and superlative workmanship 
which have always distinguished in- 
struments made by the house of Pilling 
since its founding in 1814. 


(GENER. 


\ 





Write today for illustrated literature 
describing Pilling instruments for 
Brain, Obstetrical and General Surgery. 
Address George P. Pilling & Son 
Company, 3451 Walnut Street, Phila- 
delphia 4, Pa. 


(1) P15150-51 Frazier Brain Retractors 

(2) P18486 Jones Scissors 

(3) P15424 Ferguson Suction Tube 

(4) P16992 Sweet Scissors 

(5) P15482 Adson Saw Carrier 

(6) P9170 Harris Mercury Weighted 
Tube 

(7) P20800 Kennedy Clamps 

(8) P9140 Miller-Abbott Tube 





INSTRUMENT CRAFTSMEN SINCE 1814 
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DEMEROL 





Chemical Relationship and PRantnacods naAMUC Similarly 


o ANALGESIC | Demerol’s analgesic power ranks between morphine 
. and codeine. 

> SPASMOLYTIC Demerol’s spasmolytic action is similar to that of 
4 atropine. 

z 

1 SEDATIVE Demerol’s sedative effect is mild, but usually sufti- 


cient to allay restlessness and induce sleep. 





PRACTICALLY NO RISK OF RESPIRATORY DEPRESSION 
WRITE FOR SBETAILES LiTERATSERE 





Average adult dose: 100 mg. orally or intramuscularly. 


For oral use: Tablets of 50 mg., bottles of 25 
and 100. For intramuscular injection: Ampuls 
of 2 cc. (100 mg. ), boxes of 6 and 25, and 
vials of 30 cc. (50 mg. per I cc.). 


HOW SUPPLIED 


Subject to regulations of the Federal Bureau of Narcotics 





— HYDROCHLORIDE 


(Isonipecoine) 


Brand of MEPERIDIN 





“WINTHROP CHEMICAL COMPANY, INC. 


Pharmaceuticals of merit for the physician ¢ New York 13 N.Y. © Windsor, Ont. 


10 HOSPITAL TOPICS AND BUYER 








New 
Pentothal Film: 


Medical groups interested 


in intravenous anesthesia 
may arrange for the show- 
ing of anew motion picture 
film on the use of Pento- 
thal Sodium by writing to 
the Medical Department, 
Abbott Laboratories, 


North Chicago, Illinois. 


AUGUST, 1946 


Military and civilian surgeons and anesthetists throughout the world have 


recorded the extensive use of Pentothal Sodium in recent years in a large 
library of literature—nearly 800 reports since 1934. With this record at his 
disposal, the surgeon today has an impressive accumulation of worldwide 
experience to guide him on every phase of intravenous anesthesia with 
Pentothal Sodium. Clearly designated are its advantages and disadvantages, 
indications and contraindications, techniques of administration and precau- 
tions in its use. Asa result, the surgeon can use Pentothal Sodium with increased 
effectiveness, greater safety and added convenience—factors that open wider 


horizons in anesthesia. ABBpott Laporatories, North Chicago, Illinois. 


othal sodiu™ 


Pett 7, orf 


pA 
we * 


(Sodium Ethyl! (1-methylbutyl) thiobarbiturate, Abbott) 


FOR INTRAVENOUS ANESTHESIA 
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HOW TO USE 


FIBRIN 
FOAM 


CUTTER’S 
WAR-PROVEN 
HEMOSTATIC AGENT 


Made from Human Blood 


f 
i 
| 


1. Fibrin Foam and Thrombin come in 3 vials— 
the foam, dried thrombin, and isotonic sodium 
chloride. Dissolve sterile thrombin by adding 
3 to 4 cc. physiological saline. Transfer Fibrin 
Foam to aseptic container, use wide- mouthed 
sterile bottle for dilution of thrombin solution. 





2. Fibrin Foam in the dry state cuts easily to 
any size with scalpel or razor blade. A selection 
of various-sized pieces, ready to moisten in solu- 
tion, saves sponging time. The dry sponge is 
light, permeable and rather brittle; when wet, 
it becomes soft, pliable and slightly resilient. 
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CUTTER 


Fine Biologicals and 







Pharmaceutical Specialties 








3. Moisten Fibrin Foam in thrombin solution 
just before applying to freshly sponged bleed- 
ing area, Apply gentle pressure for a moment 
until clot forms; then leave in place to be ab- 
sorbed. Made from proteins of pooled normal 
blood plasma, it is homologous, non-reactive. 


An outgrowth of research in human plasma fractionation 
at Harvard Medical School, Cutter’s Fibrin Foam is made 
from human blood—thus is a non-reacting, absorbable 
homologue. Offers outstanding advantages in all types 
of surgery where hemostats and sutures are impractical. 


FOR COMPLETE INFORMATION 
on Fibrin Foam and other 
important human blood 
fractions, write for Cutter’s 
new BLOOD FRACTIONS 
booklet. Cutter Laboratories, 
Berkeley, California 


CUTTER LABORATORIES 
BERKELEY - CHICAGO - NEW YORK 
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ae Friendly Hospital journal 


Distributed monthly to every hospital, sanatorium, and 
allied institution in the United States and dependencies 





HOSPITALICS 


The first time Mrs. Ethel Pattison saw a 
plant seed under a microscope she told herself 
that seeds were her career. Mrs. Pattison for 
the past 18 months has travelled more than 
30,000 miles in Europe and has delivered 100 
million pounds of seed to make the scorched 
earth bloom again. Her first job with seeds 
was pasting labels on seed bottles for the 
U. S. Department of Agriculture. Soon she 
graduated to work with the seeds inside the 
bottles and in time became one of our leading 
seed experts. All the while she dreamed of 
founding a seed company of her own which 
would give farmers information and service, 
as well as supply them with seeds of superior 
quality. In 1927 this dream was realized 
when she became head of her own seed firm. 
Nearing the end of the war, however, she gave 
up the management of her company to join 
UNRRA and since then has devoted her full 
time to seeing that Europe gets the seeds it 
needs. 


We shall probably never know more 
than a small percentage of the stories of 
ingenuity and resourcefulness practiced by 
prisoners of the Japanese. One interesting 
one that has just come to light reveals that 
British prisoners in Malaya manufactured 
Blaud’s pills, for the treatment of anemia, 
from battery acid and the iron of old 
stoves. In one camp they were turning out 
about 600 of these home-made pills a day. 
They also made kaolin and an ointment 
from palm oil and kaolin emulsified with 
lime water. There was a soap factory in 
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the prison camp and adhesive bandages 
were made from latex obtained by tapping 
the rubber trees in the camp. One prisoner 
revealed that during the three and one- 
half years of his internment, the camp he 
was in received a mere 18 lbs. of potassium 
bromide and one and one-half pounds of 
sulfathiazole from the Japanese. The Jap- 
anese labelling was most unreliable—one 
instance was cited where a package labelled 
“Epsom Salts” turned out to be zine sul- 
phate. 


The Dutch are far more healthy after 
the privations suffered under German oc- 
cupation than was originally supposed. 
This is particularly true of the nation’s 
youth, as revealed by the 1945 military 
draft examinations. On the basis of the 
1930 Netherlands census, the 1945 draft 
would normally have been 80,000 young 
men. It was feared that five years of war 
would make a drastic reduction in this 
total, but the registration was 79,000. 


Flyers in the Army Air corps are said 
to have discovered a sure cure for hang- 
over. Finding that pure oxygen offset 
the nausea and vertigo of high-altitude 
flying, the boys also discovered that it 
counteracted the same symptoms when 
they had taken on too much alcohol. 
Since portable oxygen flasks were used 
during the war, it is not inconceivable 
that in the future the suffering tippler 
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can pack around an oxygen mask and 
bottle if the night before has been a little 
difficult. 


Australia’s famed “Flying Doctor Service” 
which provides medical care to inhabitants of 
the sparsely settled “outback” country has 
appointed its first flying nurse. She is 35- 
year-old Sister Myra Blanch, who served with 
the Aussies in New Guinea. Her job is to at- 
tend to cases within a 500-mile radius, and 
she will fly when feasible. When flying is im- 
possible, Sister Blanch is supposed to go by 
whatever means are available. 


A chronometer made in 1840 has just 
been returned to its owners by the Navy, 
after serving a useful purpose in World 
War II. The clock resembles a sea chest, 
and is suspended on gimbal points so that 
it remains level regardless of the roll and 
pitch of a ship. The chronometer has been 
vwned by Alfred university, Alfred, New 
York, since 1860. 


To determine the maximum safe dose of 
curare, an English physician, Dr. Fred- 
erick Prescott, voluntarily “died” for seven 
minutes recently. The deadly poison used 
by South American Indians in hunting and 
war is useful in surgery as a muscle relax- 
ant. To find out how much may be safely 
administered, Dr. Prescott allowed himself 
to be injected with progressively larger 
doses. Finally his body was completely 
paralyzed and respiration ceased for seven 
minutes before it was restored with artifi- 
cial respiration. The experiment was per- 
formed at Wellcome Research Institute. 


Farm experts warn that there is danger 
in all of the high-yield crops that have 
been developed over the past quarter cen- 
tury. We are running out of nitrogen be- 
cause such crops as hybrid corn, with 100 
bushels an acre becoming commonplace 
and 150 bushels not unusual, take plant 
food out of the soil faster than the farmers 
can put it back. Such a corn crop will take 
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about 230 pounds of nitrogen out of an 
acre of soil, while the average crop rota- 
tion plan, with clover every fourth year 
and heavy manuring annually, puts back 
only about 160 pounds. 


On that future day when we can get into 
a rocket ship and shoot away to inter- 
planetary space to land on Mars, we shall 
find that plants, at least, exist there, says 
Russian Scientist Gavril Tikhov. A leader 
in the new science known as Astrobotanics, 
he declares that spectroscopic studies in- 
cline him to the belief that there is vege- 
tation on the planet, in spite of normal 
sub-freezing temperatures. 


Another amazing (or amusing, ac- 
cording to one’s point of view) invention 
is a simple control system by means of 
which scents appropriate to a sound pic- 
ture are released. In a demonstration, a 
picture of a rose garden filled the room 
with the fragrance of rose blossoms, a 
butcher shop produced the smell of 
smoked hams and bacon, and a kitchen 
reeked of coffee. Each scent vanished 
as soon as the picture to which it cor- 
responded was removed from the screen. 


Recently published scientific investiga- 
tion tends to show that death does not al- 
ways occur abruptly, but in two stages. 
Clinical death begins when heart action 
and respiration cease. It is not, however, 
until five or six minutes later that true 
biologic death occurs. In experimental 
work with animals it was found that the 
first stage is reversible, and if revivification 
measures are started promptly, nearly all 
the animals could be restored to a living 
condition. Such measures as heparinized 
blood with adrenalin and glucose and ar- 
tificial respiration usually caused the heart 
to resume beating, and respiration to be- 
gin again. Complete anemia follows cessa- 
tion of heart action, and if allowed to con- 
tinue, results in cellular death of the cen- 
tral nervous system. Revival is impossible 
when this occurs. 
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Myrtle Mcthren, RN 


(See Front Cover) 
OSPITAL association affairs in Illinois have been headed, since June of 1945, 
by Myrtle McAhren, of Blessing hospital, Quincy. Now in her second term in 
that office, Miss McAhren has given much impetus to the organization and promotion 
of her state group. 


She was born in Denison, Iowa, attended high school and normal college there. 
Knowing her now, deeply “planted” in the hospital field, many of her associates 
could not imagine her in another line of work. Yet at one point in her life, Miss 
McAhren seemed much more likely to spend her professional energies reading arith- 
metic papers, rather than temperature charts! 


After further preparation for a career in pedagogy, at the University of Chicago, 
she taught in the grade schools of Denison, later in Farmingham, Mass. Then an old 
ambition along a new line overcame her. Following it, in 1922 she was graduated 
from the Johns Hopkins hospital school of nursing. Finding her new vocation very 
much to her liking, she stayed on for postgraduate work in psychiatry at the Henry 


Phipps clinic, remained there for some valuable experience as supervisor of that clinic. 


Miss McAhren branched out into administrative work with acceptance of the su- 
perintendency of the Sioux City (Iowa) Maternity hospital. She remained in that 
position for three years, then became supt. of nurses at St. Luke’s hospital, Cedar 
Rapids, Iowa, from 1929 to 1936. Iowa nursing circles knew Miss McAhren as a 
leader in its state nurses’ association, of which she was president in 1935-36. She 
was also active as a member of the State Board of Nurse Examiners. 


Resuming hospital administration again in 1936, she became head of Blessing 
hospital, in Quincy, where she soon established a reputation for herself of action and 
accomplishment. During her years at that institution, the daily average patient census 
has more than doubled, and new boiler rooms and a laundry have been built and 
equipped. The dietary department has also come in for its share of overhauling, and 
is now strictly streamlined and up-to-date. The latest improvement is a new nurses’ 
home completed last June with the aid of Lanham Act funds. This new structure, in 
its convenient and attractive appointments, is a real drawing card to student nurses. 
It provides accommodations for 40 students, and its lecture and demonstration rooms 
and library provide an excellent educational unit. 


Miss McAhren became a member of the American College of Hospital Adminis- 
trators in 1939, has been an enthusiastic advocate of its credo and program. 


Actively interested in community affairs, this executive serves on many committees 
and with numerous organizations interested in health and welfare work. She is a 


member of the Vermont Street Methodist church, Chapter FH, P.E.O., and the Fed- 


erated Business and Professional Women’s Club of Quincy. 
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LAW SUITS AFFECTING HOSPITALS 


By LEO T. PARKER 


Attorney at Law 


Quite recently the higher courts 
have rendered many unusually in- 
formative and outstanding deci- 
sions, knowledge of which will as- 
sist hospital officials and employees 
to prepare to win unavoidable law 
suits. 


ONSIDERABLE discussion has arisen 

from time to time over the legal ques- 
tion: When may a hospital compel a father 
to pay for services rendered his son or daugh- 
ter? The answer is only if the son is a legal 
dependent, or the father expressly agreed to 
become obligated to pay the bill. 

For example, in Buxton Hospital v. Bishop, 
37 S. E. (2d) 755, reported July, 1946, it was 
shown that a man named Bishop was admitted 
to the Buxton hospital suffering from an at- 
tack of acute appendicitis, was operated on 
that night, and remained in the hospital until 
his death six weeks later. Bishop was a minor 
and the hospital sued his father to recover the 
amount due. The counsel for the hospital 
contended that the father was liable because 
the son was a minor and dependent on the 
father. 

However, the testimony proved that the son 
was over twenty years of age, and had been 
supporting himself for about three years. 

Therefore, the higher court held the father 
not responsible for the son’s hospital bill, and 
said: 

“Was the defendant (father) liable to the 
plaintiff by reason of the relationship of par- 
ent and child and the obligation flowing there- 
from of the parent to supply his child with 
necessities? ... He (son) worked away from 
home, drew his own wages, and spent them 
as he alone desired.” 

This court held that under these circum- 
stances the son was not dependent upon his 
father. 

It is interesting to observe that this court 
said further that if the hospital had intended 
to collect from the father the bill for services 
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rendered the son, the hospital authorities 
should have had the father sign an agreement 
to pay the bill at the time or soon after the 
son was admitted to the hospital. 


When Minor’s Contract Is Valid 


It is well-established law that a minor can 
make no legal contract. However, a recent 
higher court held that a minor may pay a 
bill of necessity, as a hospital bill, funeral 
services, etc. 

For example, in Long’s Estate v. Mulligan. 
39 Atl. (2d) 530, the testimony showed facts 
as follows: A minor had money in her own 
name. A funeral director, at the request of 
the minor, conducted burial services for her 
husband, who died leaving no estate except 
$580 from his life insurance policy. She was 
unemployed, and was the mother of a small 
child. She received $25.80 monthly benefits 
under the Federal Social Security and _ re- 
quested that the costs of her husband’s funeral 
be paid from her estate. The undertaker’s bill 
for $200 was disallowed by the lower court 
on the grounds that the minor had no legal 
capacity to make a valid contract. The funeral 
director appealed to the higher court, which 
court reversed the lower court’s verdict. This 
court stated important law as follows: 

“Great care must be exercised in the allow- 
ance of claims of this nature, and the amount 
of the undertaker’s bill must be closely scru- 
tinized in the light of the financial background 
of the minor. . . . In the circumstances of this 
case we think $200 is a reasonable allowance.” 

Obviously, however, a minor is not under 
any conditions liable for payment of hospital 
or funeral expenses, unless the testimony 
proves conclusively that he or she definitely is 
willing to pay the bill. 


Sidewalk Injury 


All hospitals are legally bound to exercise 
“ordinary” care to keep sidewalks in safe 
condition. 
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For example, in Briggs v. Catholic Bishop 
of Chicago, 64 N. E. (2d) 391, reported 
March, 1946, it was shown that a pedestrian 
was injured by fall on a patch of ice on a 
sidewalk in front of a hospital. The pedestrian 
sued the hospital for damages. - 

In holding the pedestrian entitled to recover 
damages, the higher court said that pedes- 
trians who use reasonable care to safeguard 
themselves against falling on dangerous and 
icy sidewalks may recover damages from a 
hospital whose property abuts the sidewalk. 

On the other hand, it has been held that 
ice or snow upon a sidewalk in its natural 
state is not classed as a “dangerous obstruc- 
tion” such as a hospital is required to remove. 

See Linxwiler v. Port, 151 So. 81, where it 
was disclosed that a woman slipped on a side- 
walk and was seriously injured. She filed suit 
to recover damages. However, the higher 
court held the pedestrian not entitled to re- 
cover damages, and said: 

“. . We think that plaintiff’s injuries are 
traceable to her own lack of care and atten- 
tion.” 


Contract V oid 


Generally speaking, a disease existing be- 
fore a contract is made for “hospital care,” or 
similar services, automatically renders the 
contract void. 

For example, in Schultz v. King County 
Medical Service Corporation, 165 Pac. (2d) 
857, reported May, 1946, it was shown that 
a corporation made contracts with industrial 
firms to provide medical service for employees 
for a period not to exceed 26 weeks. 

The suit involved the cost of services and 
an operation for stomach ulcers. 

The higher court held the corporation not 
liable for payment because the evidence estab- 
lished the fact that the stomach ulcers removed 
by the operation was a condition which existed 
prior to the date the corporation made its 
contract with the industrial firm. 


Charitable Institution 


Considerable discussion has arisen from 
time to time over the legal question: When 
is a hospital a charitable institution? 

Probably the most illustrative recent higher 
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court decision involving this phase of law is 
in Baptist General Convention v. Oklahoma 
Tax Commission, 162 Pac. (2d) 1012. The 
testimony showed that the Baptists operate a 
hospital known as the Oklahoma Baptist hos- 
pital. The state tax commission assessed taxes 
against the hospital on the grounds that it was 
not a charitable institution. 

The hospital filed suit, and proved these 
facts: During the year the hospital sustained 
a net loss of $8,485.56. The record proved 
that 1,871 patients were treated, of which 
number 1,212 were full-pay patients, 145 were 
partial-pay patients, and 394 were public 
charges, while 120 were full charity patients 
who paid nothing. The hospital does not re- 
fuse patients because of inability to pay. The 
record further showed that, over a nine-year 
period, the sum of $106,647.70 had been 
donated toward the upkeep of the hospital. 

The tax commission proved that during the 
year the hospital’s bond interest and bond 
expense amounted to $6,973.45 and agreed 
depreciation was $4,449.10. The tax com- 
mission contended that these items are not 
deductible from the gross income in deter- 
mining the amount of profit, whereby the 
hospital made a profit during the year of 
$2,849.32. 

In view of these facts the higher court 
reversed the tax commission’s ruling and held 
the hospital not subject to taxation. This court 
said: 

“We are constrained to hold that deprecia- 
tion is an allowable item in determining 
whether or not the hospital was operating at 
a profit... . We are of the opinion and hold 
that to date the plaintiff was not operating the 
hospital for profit or savings.” 

On the other hand, for comparison, see 
Tax Commission v. Sisters of the Sorrowful 
Mother, 97 Pac. (2d) 888. In this case the 
tax commission assessed tax against the St. 
John’s hospital. The higher court held that 
the hospital was engaged in business for profit 
or savings, and said: 

“Held, that where a charitable organization 
is engaged in a business which is designed to 
and does produce an income in excess of the 
operating expense thereof, and such business 
is such that it comes in competition with other 
persons engaged in the same or similar busi- 
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ness, such charitable organization is not 
exempt from the payment of the “Tax,” irre- 
spective as to what use the net income from 
said business may be applied.” 


Son Collected Rents 


According to a late higher court decision. 
unless a probate court order directs an execu- 
tor to rent realty of a deceased for payment 
of debts, the rent accruing after death of 
owner belongs to his heirs. Therefore, a hos- 
pital cannot recover payment for services 
from such rentals. 

For example, in Wacker-Helderls Under- 
taking and Livery Company v. Kinealy, 187 
S. W. (2d) 348,.the testimony showed that 
a son was executor of his mother’s estate 
which comprised real estate which the son 
rented. He collected the rents after his 
mother’s death and pocketed these rentals, 
since he was his mother’s heir. 

The St. John’s hospital had a claim of 
$1,393.85 for the deceased’s hospital care 
during the period of her last illness. The 
hospital sued the son to recover these rentals 
and asked the court to compel him to satisfy 
these debts. The higher court held: 

“So long as there was no order of the pro- 
bate court directing Kinealy (son) to rent the 
real estate for the payment of debts, the rents 
belonged to him as residuary devisee.” 


$5,000 Damages 


According to a late higher court decision, 
all employers, including hospital officials, must 
use “ordinary” care to safeguard employees, 
and all other persons lawfully on the premises. 

For example, in Roy v. Amoskeag, 41 Atl. 
(2d) 607, the testimony showed that a woman 
went in search of employment. While leaving 
the building, she was injured by the breaking 
of a board in a ramp which covered steps. 
The higher court allowed the injured woman 
$5,000 damages. 

Thus, $5,000 could have been saved by this 
corporation if one of its employees had re- 
paired the defective board. 

Also, see Rice v. California Lutheran Hos- 
pital, 163 Pac. (2d) 860, reported February, 
1946, where the higher court held a hospital 
liable for negligence of its employee in placing 
hot water, to make tea, within reach of a 
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patient recovering from a major operation. 
While the patient was under the influence of 
narcotics, he spilled the water and sustained 
severe burns. The court said: 

“Its business is caring for ill persons, and 
its conduct must be in accordance with that 
of a person of ordinary prudence under the 
circumstances, a vital part of those circum- 
stances being the illness of the patient and 
incidents thereof.” 


Statute Held Valid 


The legislatures in many states have de- 
clared it to be to the public interest that ade- 
quate recreational facilities, hospitals, etc.. 
be provided in populous cities for those now 
serving in or who have recently been dis- 
charged from the armed forces of our coun- 
try. Such laws are strictly construed by the 
higher courts. 

For illustration, in Brumley v. Baxter, 36 
S. E. (2d) 281, a state law was litigated which 
authorizes cities of more than 100,000 to pro- 
vide recreational facilities for veterans. 

This court held that under this statute the 
city could not give a good deed for city prop- 
erty, if the deed contains a clause to the effect 
that if property were no longer needed for 
recreational purposes it should be sold and 
the net proceeds used for an increase in char- 
ity wards of a hospital. 

On the other hand, see Martin v. Raleigh, 
208 N. C. 369, 180 S. E. 786, where an ap- 
propriation by a city for the hospitalization 
of the indigent sick and afflicted of the city 
was upheld. 

In this case a state statute clearly author- 
ized the city to make the appropriation. 


Lamp Explodes 


Users of glass equipment should take 
reasonable precautions to avoid injuries to 
patients. 

For example, in Crowe v. McBride, 153 Pac. 
(2d) 727, the testimony showed that a hospital 
patient was treated for arthritis and neuritis 
by exposure to the rays of certain therapeutic 
lamps. While taking one of these treatments 
the bulb- broke or exploded and the hot glass 
fell upon her back and other parts of her body. 
causing severe injuries. She sued for damages. 

Although the lower court refused to allow 
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the patient any damages, the higher court re- 
versed the verdict, saying: 

“The fact that the bulb broke or exploded 
in an unusual manner . . . it does not neces- 
sarily follow that defendant is free from lia- 
bility as a matter of law.” 


When Check Is Payment 


Considerable discussion has arisen from 
time to time over the legal question: If a 
debtor sends to a hospital a bank check repre- 
senting the amount of the debt, is the debt 
extinguished? 

The answer is no, if the hospital refuses to 
accept the check as full payment. See 
Modern Corporation v. McCrea, 46 Atl. (2d) 
767, reported June, 1946. 
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Promise by Superintendent V oid 


Modern higher courts consistently hold that 
hospitals, and other employers, are not re- 
sponsible for promises or contracts made by 
superintendents. 

For example, in West v. Morton, 45 Atl. 
(2d) 725, reported April, 1946, it was shown 
that an employee sustained injuries by in- 
halation of chlorine gas. 

The employee sued for compensation and 
proved that the employer’s superintendent had 
promised him not only work as long as he 
was able to work, but compensation when he 
was unable to work. 

In holding the employee not entitled to 
compensation, because he delayed in filing 
his claim, the higher court said: 

“If we recognize that Borgas (superinten- 
dent) had the authority to make the promise 
that appellee (employee) testified he did make 
to him, then corporations would be at the 
hazard of everything that an unauthorized 
agent did in compensation cases.” 

On the other hand, see Albert Van Gorder 
v. Binghamton State Hospital, 65 N. E. (2d) 
569, reported March, 1946. In’ this case a 
person was employed by a hospital as a head 
nurse, and averaged a weekly wage of $41.31. 

The claimant was disabled from March 31, 
1944, to April 16, 1944, and from April 24, 
1944, to June 12, 1944. An award of com- 
pensation was made from April 24, 1944, to 
June 1, 1944, at $25 per week, and from 
June 1, 1944, to June 12, 1944, at $27.54 per 


AUGUST, 1946 


week. The higher court upheld the increase 
based on temporary total disability. 

And, again, see Anderson v. Industrial 
Commission, 157 Pac. (2d) 253. It was 
shown that a man named Anderson sustained 
serious injuries in the course of his employ- 
ment. The subsequent litigation involved the 
right of Anderson to recover compensation 
specified by the state laws, plus all medical 
and hospital expenses. 

This court held that Anderson was entitled 
to recover the compensation specified by the 
state laws and also that these laws “implied” 
all other expenses, including hospital services, 
connected with the injury. 

If hospital officials sign a written contract, 
such contract cannot be varied by an oral or 
verbal agreement. 

For instance, in Colorado v. Bradford- 
Robinson Company, 157 Pac. (2d) 612, it was 
shown that a person owed a corporation 
$10,605. This person was threatened with 
insolvency, and the corporation’s officials 
signed a written agreement to cancel one-half 
of the debt. 

Six years later the debtor tendered the cor- 
poration the full balance less the amount 
cancelled from the debt. The corporation 
refused to accept payment on the contention 
that when it had agreed to cancel a portion 
of the debt it was verbally promised by the 
debtor that the account would be settled at 
once. 

The higher court refused to listen to this 
verbal testimony and held the corporation 
bound to accept one-half of the original debt 
as full payment. The court said the oral agree- 
ment could not vary the written agreement. 


e e 
Chicago Hospitals Suffer “Blackout” 


Hospitals in a seven-mile area of Chicago’s 
north and northwest sides had a taste of 
“black-out” on July 9, for almost an hour 
before midnight, due to city power failure. 

Attendants in the American, Belmont, 
Swedish Covenant, Martha Washington, U. S. 
Marine and Edgewater hospitals worked with 
candles and flashlights through periods of 
darkness varying from five to more than 60 
minutes. Five nurses were trapped for 15 
minutes in an elevator in Cuneo hospital. 
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Independence Hall 


—™ 


— first peacetime convention takes the 

American Hospital association to Phila- 
delphia, Sept. 30-Oct. 3. The circumstance 
is fitting, for Philadelphia, city of the peace- 
loving Quakers, is noteworthy as the home- 
site of the oldest hospital in the country, the 
first hospital for the blind, the first chartered 
school for nurses in the U. S., and other hos- 
pital highlights. 

The opening convention session presents 
the report of the Commission on Hospital Care 
which, in its probable influence on the direc- 
tion of our hospital future, may well make 
hospital history. Thomas S. Gates, chairman 
of the commission, introduces the report on 
the two-year survey at the Monday afternoon 
session. Its conclusions and recommendations 
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will be summarized by Dr. A. C. Bachmeyer. 
director of study. Discussions by representa- 
tives of farm and minority groups, labor, in- 
dustry, the professions and Government will 
contribute the “all around” view. 

The second general session on Tuesday 
morning will be turned over to a further dis- 
cussion of the report, presided over by Sister 
John of the Cross, St. Mary’s hospital, Astoria, 
Oregon, a vice-president of the association. 

The American Hospital Retirement Plan, 
now completed, is another forward step to be 
outlined at a special sectional meeting on Tues- 
day by Homer Wickenden, secretary of the 
National Health and Welfare Retirement 
association. 

To reduce the tentative program, which is 
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now out, to its essentials . . . the third general 
session on Wednesday morning discusses 
“Staffing the Hospital, the Over-All Problem,” 
with F. Stanley Howe, Orange (N. J.) Me- 
morial hospital, an association vice-president, 
presiding. The fourth general session on 
Thursday rounds out discussion of this im- 
portant problem of today, by going into hos- 
pital staffing from the standpoint of trends in 
nursing. Dr. Harry Coppinger, Winnipeg 
General hospital, presides. 

The president’s dinner is on Monday night. 
An International dinner in honor of dis- 
tinguished guests from foreign countries will 
be held on Tuesday night at which the speaker 
is the Honorable William Benton, Assistant 
Secretary of State of the United States. Thurs- 
day night is the banquet and ball, at which 
John J. Hayes, supt. of Lenox Hill hospital, 
New York City, will be inaugurated as presi- 
dent for the coming year. 

General sessions and exhibits will be held 
in the Philadelphia convention hall, whose 
arena seats 13,600 persons, with 70 additional 
meeting rooms and 245,000 square feet of ex- 
hibition space. Convention headquarters are 
at the Bellevue-Stratford hotel, although there 
will be a headquarters booth at the conven- 
tion hall. 

Philadelphia’s | many celebrated medical 
schools wiil prove a drawing card for sight- 
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seers. And here are some interesting back- 
ground facts about some of the leading Phila- 
delphia hospitals with nursing schools: 


Pennsylvania Hospital, 8th and Spruce Streets 
The oldest hospital in the country. Incorporated in 
1751 by Benjamin Franklin and a group of public- 
spirited citizens. Opened its doors for patients in 
1752. Cornerstone laid in 1755. It is associated in- 
timately with the early days of nursing in Philadel- 
phia and the nation. Occupies a whole city square, 
a portion of which is the original piece of ground 
belonging to the Penns, and deeded by them to the 
hospital in 1767. During the Revolution it was oc- 
cupied by the English military authorities. Its 
medical library dates back before the Revolution. 
Splendid maternity department built and opened in 
1929, embracing the old Philadelphia Lying-in 
Charity hospital and the old Maternity hospital. 
School of Nursing established in 1883. Department 
of Nervous and Mental Diseases is located in West 
Philadelphia at 44th and Market Streets. 


Philadelphia General Hospital, 34th and Pine Streets 

Formerly known as “Blockley”, founded as an 
almshouse in 1728, oldest hospital in the U. S. from 
the standpoint of continual service. Records show 
that from 1768, a medical staff was connected with 
the institution. During the Revolution, it was oc- 
cupied by American and British soldiers, and it is 
recorded that the inmates were turned out by the 
British troops. The hospital was first located in what 
is now the old or original section of the city; moved 
in 1834 to its present site. Various divisions em- 
braced a home for the indigent, insane department 
and the Philadelphia hospital. It is the first city 
hospital to have owned radium. 


The Woman’s Hospital, Preston and Parrish Streets 


Organized for and by women in 1861. First char- 
tered school for nurses in the U. S. 


A view of the old 
“post house” on 
Old Blockley hos- 
pital grounds. This 
landmark was re- 
stored in 1940 as 
a memorial to Sir 
William Osler. 
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University of Pennsylvania Hospital, 34th and Spruce 
Streets 
Opened for patients in 1874, following removal of 
the University to its present site in West Philadel- 
phia. 


Jefferson Hospital, 10th and Sansom Streets 

Operated in connection with Jefferson Medical 
college. Started in two small rooms over a shop in 
1844. Incorporated in 1873 and formally opened 
four years later. 


Temple University Hospital, Broad and Ontario 


Streets 
Owes its existence, as does the Temple Medical 
school to the zeal of the Rev. Russell H. Conwell. 
Organized as the Samaritan hospital and formally 
opened in 1892. It became affiliated with the medical 
department of Temple university in 1903 when the 
name was changed. 


Women’s Medical College Hospital, Henry Avenue 
and Abbotsford Road 
Founded in 1850. Moved to present building in 
suburban Roxborough in 1930. 


Hahnemann Hospital, Broad and Race Streets 

Part of Hahnemann Medical college which was 
chartered in 1848 as Homeopathic Medical College 
of Pennsylvania. Oldest college devoted to teaching 
of Homeopathy in the world. Originally the hospital 
was entirely separate from the college. 


Children’s Hospital, 18th and Bainbridge Streets. 


Incorporated 1860; moved to present site in 1916. 
First Department for Prevention of Disease. 


St. Joseph’s Hospital, 17th and Girard Avenue 

Founded in 1849 with Sisters of St. Joseph in 
charge. Outgrowth of St. Joseph’s Society for Relief 
of Distressed Immigrants from Ireland. In 1859 
Sisters of Charity of St. Joseph’s, Emmitsburg, 
Maryland, assumed responsibility for operation of 
hospital. First one in Philadelphia providing rooms 
for private patients where they could be treated by 
own physicians. 


Hospital of the Protestant Episcopal Chureh, Front 
and Lehigh Avenue 


Established in 1852. 


Lakenau Hospital, Corinthian and Girard Avenues 
Opened in 1866 by German citizens of Philadelphia 
so that German patients could be treated by physi- 
cians and nurses speaking German language. Incor- 
porated as the German Hospital of the City of Phil- 
adelphia; moved to present site in 1872. Name 
changed to Lakenau in 1917, in honor of its chief 
benefactor, John D. Lakenau. The Mary J. Drexel 


Home operates in connection with this hospital. 


Germantown Hospital, Penn and Chew Streets 


Incorporated in 1870; began as public dispensary; 
hospital developed in close association with Society 
of Friends. 


Frankford Hospital, Frankford Avenue and Wakeling 
Street 


Began as free dispensary; formally opened for 
patients in 1903. 
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Presbyterian Hospital, 39th and Filbert Streets. 
Opened for patients in 1872. 


Jewish Hospital, York and Tabor Roads 
Originally opened in West Philadelphia, 1866, and 
included an asylum for support and employment of 
aged, infirm and destitute. Moved to present site 
in 1873. First general hospital in Philadelphia to 
provide for tuberculosis patients. 
St. Mary’s Hospital, Frankford Ave. and Palmer St. 
Opened 1860; outgrowth of the then newly organ- 
ized Third Order of St. Francis. Moved to present 
site 1867. Dr. W. W. Keen, who operated at this 
hospital, stated that this was the first in the city to 
introduce Lister’s Antiseptic Method. 
Methodist 
Streets. 
Incorporated 1885. 


St. Agnes Hospital, S. Broad and Miflin Streets. 


Opened 1887 by Sisters of St. Francis. Ward for 
tuberculosis patients opened 1892. 


Episcopal Hespital, Broad and Wolf 


St. Luke’s and Children’s Hospital, Thompson and 


Franklin Streets. 
Merger of St. Luke’s and Children’s Hospitals in 
1929. 


Mt. Sinai Hospital, 1429 South Fifth Street. 
Founded 1899 by Beth Israel Hospital Assn. 
Mercy Hospital, 50th and Woodland Avenue 


Founded 1907 to meet need for better medical and 
nursing care for Negro population of city. Open to 
all races and creeds, however. Staffed by colored 
physicians. First located in downtown section; 
moved to present location in West Philadelphia in 
1919, 


Misericordia Hospital, 54th and Cedar Avenue 
One of newer hospitals. Opened 1918. 
Nazareth Hospital, Holme Avenue 
Newest hospital in city. 
Suburban hospitals include: Bryn Mawr hospital, 
Chestnut Hill, and Abington Memorial hospital. 
® e 


Emulsion Keeps Down 
Dust and Bacteria 

The Army developed, during the war, an 
oil emulsifying agent which successfully in- 
hibited the scattering of lint, dust and bacteria 
in troop living quarters. When applied to 
bedding, clothes, towels and floors, it served 
to cut down the spread of respiratory dis- 
eases. 

The emulsion, known as “T-13,” was ap- 
plied to woolen and cotton materials during 
the final rinse in the normal laundering 
process. Dry cleaning removed the emulsion 
completely, but ordinary washing did not, and 
laundered materials therefore needed only in- 
frequent treatments. 
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SAFE IN USE, TOO 


— because of 
Saftiflask’s simplicity 
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Bradley Dewey Observes 
Atom Bomb Test 


The pharmaceutical profession will be in- 
terested in the contribution of one of its mem- 
bers to the atom bomb test at Bikini. Bradley 
Dewey, President of the Dewey and Almy 
Chemical Company, of Cambridge, Massa- 
chusetts, was one of the two civilian members 
of the Joint Chiefs of Staff Evaluation Com- 
mission sent to Bikini Atoll to witness the 
testing of the atom bomb. 

Mr. Dewey and Dr. Karl T. Compton, 
President of the Massachusetts Institute of 
Technology, the other civilian member, were 
present to observe the results on the value and 
importance of atomic fission to our national 
security and to the nature and design of our 
future defense forces. 

Mr. Dewey is President of the American 
Chemical Society and was National Rubber 
Director during the war. His firm is well 
known as the developers of Wilson soda lime, 
widely used for the absorption of carbon di- 
oxide. 

e e 


U.S. Neglects the Alcoholic 
Patient 


The United States is far behind other coun- 
tries in its care and treatment facilities for 
the alcoholic. So claims Dr. S. Bernard 
Wortis, New York university professor of 
psychiatry, in Westchester Medical Bulletin 
(July). 

Before the war, Sweden had 10 state hos- 
pitals for this purpose. Switzerland had more 





than 70 dispensaries, while the Netherlands 
had a large alcoholic consultation center in 
each large city. 

In sorry contrast, in most communities in 
our country the alcoholic is sent to jail. In 
a few cities the large municipal hospitals give 
sobering-up treatment but no organized psy- 
chotherapeutic rehabilitation care. 

“Certainly every general hospital should 
admit and allocate bed space for the care of 
the alcoholic. He is as sick a person as the 
individual with heart disease or chronic in- 
fection,” concludes the article. 

Besides causing appalling waste in human 
beings, alcoholism is an enormous economic 
liability. It costs 25 million dollars to main- 
tain drunken persons in jail each year, while 
crimes associated with habitual excessive 
drinking are estimated to cost the U. S. 175 
million dollars a year. 


Again—The Hospital Bed Shortage 


“Officials cite peril in hospital bed shortage” 
was the title of an article in the Chicago Daily 
News, of June 17. 

Mount Sinai hospital reported 417 on its 
waiting list, of which five patients were 
emergency cases, and 21 urgently ill. This 
institution is deferring elective surgery cases 
for six weeks. 

Presbyterian hospital has a waiting list of 
100; Provident of 25. Henrotin hospital set 
up cots to handle La Salle hotel fire victims, 
and had to decline seven of these patients. It 
is reported as being forced sometimes to go 
for as long a period as two weeks without 
making admittances. 

What will happen in event of a major dis- 
aster? wonders the article . . . and hospital 
officials in Chicago and elsewhere, where a 
similar situation prevails. 

In Cleveland, most of the hospitals of the 
local hospital council have been forced to 
close their maternity bookings until Decem- 
ber, or the first of 1947. 





$151,166.25 mortgage of Easton (Pa.) 
Hospital is burned in a public cere- 
mony held July 12 on the steps of the 
institution by Fred Meuser (leit), 
treasurer, and Asher J. Adenwelder, 
Jr., president of the board of trustees. 
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HIS SMILE BETRAYS 


ae 
ON HIS MIND 





Behind the smile of the epileptic may be 
the feeling of insecurity and the dread of 
his next seizure. DILANTIN SODIUM favor- 
ably influences such epileptic psychologic 
factors and is effective in controlling con- 
vulsions. This superior anticonvulsant... 
relatively free from sedative, hypnotic or 
depressant action... provides complete 
control of seizures in a substantial per- 
centage of cases. In others it tengthens the 
interval and diminishes effects of the 
















seizures. 
Available in Kapseals of 0.03 Gm. (¥% gr.) 
and 0.1 Gm. (1% gr.). 






DILANTIN SODIUM 


(DIPHENYLHYDANTOIN SODIUM ) 





PARKE, DAVIS & COMPANY 
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HODGE PODGE 


by 
HARRY C. PHIBBS [ 


Random notes of this and that gleaned from hither 
and yon, to give a lighter touch to more serious affairs. 





7* IS becoming the fashion now to knock 

New York. The writing fellows are sharp- 
ening their pencils to take cracks at the big 
city. I have even made a couple of passes 
myself, describing it as an island off the 
East Coast, connected with the mainland by 
one bridge and two tunnels. 

But that is just a wisecrack, for New York 
is still the outstanding city of the world, and 
even if you live in it or visit it quite fre- 
quently, you never get tired of it. It is a 
show place, a scene, a spectacle for rich and 
poor. 

Recently a young lady, preparing for a 
trip to New York, asked if it cost a lot of 
money to see the place. Well, you can spend 
a lot of money in New York faster than any- 
where I know of, but on the other hand, you 
can see it for very little money. 


You can see it from the air by going to the 
top of the Empire State Building—and don’t 
let anybody tell you that isn’t a sight worth 
looking at on a clear day! 

You can see it from the harbor and see the 
Statue of Liberty at the same time, by tak- 
ing a ferry-boat ride to Staten Island. 

You can see it from Riverside Drive by 
taking a ride on the top of a bus. 

And you can see Coney Island with its 
million bathers on a Sunday by taking a five- 
cent ride on the subway. 

You can see bits of Little Old New York 
by wandering around in the neighborhood of 
Battery Park. And for a modest sum you can 
go to Radio City music hall, where you will 
get, for the price of one admission, a sym- 
phony orchestra, a vaudeville, a show, a bal- 
let and a moving picture. 

Now, if you don’t want to spend big money, 
just stay away from the expensive night 
clubs, restaurants and hotels. New York has 
changed that way—so has everything else— 
and so will everything else. 
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I remember when I first hit the town—and 
that was many years ago. There were no 
taxicabs, very few automobiles, and it was a 
different New York. My first steady job was 
in a warehouse at 45 Lafayette Street. That 
was just.around the corner from the Bowery 
where Steve Brodie kept his saloon. Jim 
Corbett told a funny story about that worthy. 
Jim brought his father in and introduced 
Steve as the man who jumped off the Brook- 
lyn Bridge. Old Man Corbett said, “So you 
jumped over the Brooklyn Bridge, did you?” 
Steve said, “No, Mr. Corbett, I jumped off 
the Brooklyn Bridge.” And the old Irishman 
retorted: “Well any fool could jump off the 
bridge. I thought you jumped over it!” 


Those were the days when the Bowery was 
a place and Chuck Connors was top dog. ‘He 
ran a dance hall, as I remember, where you 
could see the boys of East Side-West Side 
strutting their stuff. 

Chinatown had not settled down to re- 
spectable merchandising. The Chinese Theater, 
which is now a mission, was then a real 
Chinese theater where the audience sat on 
the back of the seats and the property man 
walked around the stage with a ladder, stick- 
ing up things that would represent a castle or 
a forest. One night one of the actors, resent- 
ing a remark from the audience, drew a 
revolver and shot another Chinaman, and 
that started a Tong war. They had hatchet 
men out for the Tongs, and police whistles 
wailing all over the place. 


Uptown New York was then the shopping 
district around Twenty-third Street—and look 
at it now. Thirty-fourth Street was away up. 

If you hadn’t the price of a meal, you could 
go around the corner to Jim the Greek on 
Third Avenue and take on the night watch 
while Jim slept in the back room. That meant 
you could have all the ham-and-eggs, and 
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< When the Pharmacy C 
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[ NcrEASING acceptance of the use of steroid 
hormones in treating certain conditions not 

hitherto associated with endocrine dysfunction, © 
suggest inclusion of hormones on the dispensary 
allowance list. ‘ 


Ciba, a pioneer in sex hormone research and 

development, offers a complete line of male and 
female hormone products, in ampul, linguet and 
tablet form. Two well-recognized Ciba hormone . 
products are: Se 


PERANDREN 


... potent androgen, Ciba’s testosterone propionate. 


DI-OVOCYLIN 


...Ciba‘s a-estradiol dipropionate distinguished by 
potency and duration of effect. 


Physicians may obtain information on hormone 
therapy by writing the Professional Service 

Department for the “Endocrine Review” series. 
PERANDREN and DI-OVOCYLIN... Trade Marks Reg. U. S. Pat. Off. 


CIBA PHARMACEUTICAL PRODUCTS, INC. 
SUMMIT, NEW JERSEY 
In Canada: Ciba Company Limited, Montreal 





bread and coffee, that an empty stomach 
required. 

And if you were in the “folding money,” 
you could step it high and go to Jack’s, 
where the waiters had a flying wedge to break 
up brawls. 

The old Waldorf was the great hotel—Pea- 
cock Alley—and it didn’t cost you anything 
to walk through it and look “them” over on 
any fine afternoon. 

There wasn’t any bridge across the Hudson 
then, but there was a little ferry that ran 
over to Fort Lee, where you could roam 
through the wilderness of the Palisades, 
which was then only being talked of as a 
park. 

On New Year’s Day the gay young blades 
went visiting all their friends in hansom 
cabs. 

Well, it was a great town then, and it’s 
still a great town. And if you have never 
been there, it is more worth visiting than 
Paris and London rolled into one. 


Foreign Nurses Arrive for 
“‘Refreshers” 

Ten Chinese nurses landed by plane in 
New York City on Aug. 17, to be guests of 
the city while they brush up on modern nurs- 
ing techniques. A few days later, a group of 
27 Italian nurses arrived by boat for the same 
purpose. Altogether, some 100 foreign nurses 
will be given this educational opportunity, 
through the city’s cooperation with UNRRA. 

The nurses will spend five days at the 
Central Nurses’ residence on Welfare Island, 
then receive four months’ training in city hos- 
pitals, with emphasis on techniques in tuber- 
culosis and communicable diseases, also teach- 
ing methods. 


Rear Admiral Sutton Joins 
A.H.A. Staff 


The American Hospital association makes 
an important addition to its staff with the 
appointment of Rear Admiral Dallas G. Sutton 
(MC), USN (Rt.), who joins the Washington 
Service Bureau on Sept. 1. 

Admiral Sutton, as director of study of 
government hospital relations, will serve as a 
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liaison between the association and the fed- 
eral government re: the federal hospital pro- 
gram, and assist in coordinating civilian and 
federal hospital facilities. According to a 
recent release sent out from A.H.A. headquar- 
ters, he will also be concerned with exchange 
of information on standardization of civilian 
and federal hospitals, and will study the entire 
program of hospital benefits to veterans, in- 
cluding development of veterans’ hospitals. 
Admiral Sutton recently concluded a Navy 
career of 40 years’ duration. He was Assistant 
Surgeon General from 1937 to 1941; later a 
commanding officer of the naval hospital at 
Portsmouth, Va.; was in charge of construc- 
tion of the Naval Medical Center, Bethesda, 
Md., in 1942. At the time of his retirement, 
in April, Admiral Sutton was inspector of all 
east coast activities of the Naval medical 


department. 
e e 


Paralysis Foundation Makes Grant 
to Record Librarians 

To promote an intensive in-service training 
program, the National Foundation for Infan- 
tile Paralysis has provided a grant of $83,000 
to the American Association of Medical Rec- 
ord Librarians. 

One-year scholarships will be provided in 
any of the recognized schools for MRLs. In 
addition, twenty-three five-day programs have 
been planned in widely separated locations. 
to provide instruction in the use of the Stand- 
ard Nomenclature of Disease and Operations, 
also lectures on record department procedures 
and problems. 

Organization of this program has been 
placed in the hands of Lillian H. Erickson, 
Chicago, a past-president of the AAMRL. 
Margaret Taylor, Rochester, N. Y., also a past- 
president of that association, and director of 
the MRL school at Rochester General hospital, 
will direct the instruction. 

ee 


New York Establishes License Law 

New York state has just established a new 
state ophthalmic law, requiring for the first 
time that people dispensing eyeglasses, spec- 
tacles and lenses be licensed. Persons engaged 
in this type of work must be licensed by July 
1, 1947. 
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FACTS ABOUT FOOD : 


» 


General news about research facts, and 
what’s going on in the field of nutrition. 





About Mushrooms 

Mushrooms are well known for the taste 
fillip they have to contribute, but not so much 
is known of their nutritional qualities. 

Recent tests on Albino rats to determine 
the nutritive value of mushroom protein in- 
dicated that all essential amino acids are pres- 
ent in mushrooms, but in lower concentrations 
than in casein. 

The fresh product contains about 2.67 per 
cent of protein, comparing favorably with 
fresh vegetables. The total nitrogen content 
was about 0.5 per cent, of which 63 per cent 
was in the form of protein. Purified mush- 
room protein had a nitrogen content of 11.79 


per cent. 
e e 


Item Re: Packaging 

This “plastic age,” post war, brings us an 
interesting development in food packaging. 
Pliofilm, very much thinner and tougher than 
cellophane, is said to provide a wrapping in 
which fruits and vegetables continue to metab- 
olize, and which keep, therefore, in ordinary 
cold storage as long as two years. 

Unhusked corn, for instance, so-packed for 
shipping, arrived in a more desirable condi- 
tion than regular corn in the unhusked state. 
And the process costs only one-third that of 
packaging in tissue paper. 


Food Resources, Unexplored 

The world cries for food, yet there are un- 
tapped resources which we ignore. Another 
voice pleading for surrender of our carefully 
fostered food prejudices, and for large scale 
methods of producing emergency foods is 
raised by Dr. Selden Smyser, Central Wash- 
ington College of Education, Ellensburg, 
Wash. 

“Tt is well known to economic botanists that 
the common cattail rush (Typha) regularly 
produces in its rootstocks materials that will 
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make a very nutritious flour in quantities per 
acre that will compare favorably with much 
of the wheat-producing lands of the world.” 
says Dr. Smyser in the New York Times. “The 
lack of harvesting and processing machinery 
is at present the greatest obstacle to the utili- 
zation of a crop that grows wild on millions 
of acres.” 

“Also, many kinds of nutritious seaweed are 
regularly used by people in various parts of 
the world. Incalculably large tonnage lies 
waiting. The Japanese, who probably know 
most about this, and who could use large 
scale methods, might feed themselves and 
others by developing methods, equipment and 
commercial enterprises. 

“Plankton, the invisible life of the surface 
waters of the oceans, is the greatest unused 
and recognized source of food for man and 
beast. The problem of harvesting and proces- 
sing is formidable, but the possibilities are 
alluring. German scientists were working on 
the problem during the war.” 

e © 


Nutrition Education—Stymied? 

War’s end did not bring an end to food 
shortages. Yet, now that peace is here, in- 
terest in nutritional problems has declined. 

Unfortunate . . . since some of the protec- 
tive foods such as fortified margarine, butter. 
meat and enriched flour are as scarce or 
scarcer in some parts of the country than they 
were during the war. In addition, inflation 
and the end of rationing have made many 
foods of high nutritional value unobtainable 
in adequate quantities by many families. 

The U. S. Department of Agriculture has 
practically discarded nutrition education and 
industrial nutrition programs of the War Food 
Administration, in favor of agricultural mar- 
keting programs, charged Dr. Robert Good- 
heart, National Vitamin Foundation, speaking 
before the American Manufacturers’ associa- 
tion (June 10). 
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Because Knox Gelatine NEVER VARIES. . 
Uniform IN QUALITY. uniform in JELLYING STRENGTH! 8 
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380 FULL SERVINGS! so you can 
always use Knox EVEN ON A TIGHT BUDGET. a 
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ALWAYS SPECIFY KNOX TO YOUR DEALER 


Knox Gelatine is considered standard by per cent sugar and contain acid, Knox con- 
America’s leading hospitals. Not alone be-- tains ”o sugar and no acid. It is all protein. 
cause it is the purest, highest-quality gelatine | So, when you order gelatine always specify 
money can buy...but because it is suitable for Knox! 

so many patients—even those on adiabetic or WRITE for the free Knox Quantity 
peptic ulcer diet. For, unlike. the ready- Serving Book to Knox Gelatine, Dept. 
flavored gelatine powders which average 85 _ 503, Johnstown, N. Y. 


ORDER THE INSTITUTIONAL POUND SIZEt Knox will “drop-ship” orders over 10 lbs. through your jobber. \\" 


KNOX GELATINE ..., 


PLAIN, UNFLAVORED GELATINE=ALL PROTEIN, NO SUGAR 
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‘There is little sign of interest in legislation 
on white flour and bread enrichment in those 
states not already requiring enrichment. 
Health authorities, fighting for the iodization 
of all table salt, have suffered a setback. The 
individual states have shown little inclination 
to provide funds to permit the continued ef- 
fective activity of the Nutrition committees. 
There has been a definite dropping off of in- 
terest by industrialists in the nutritional 
health and eating conditions of their em- 
ployees. And the activities of organized labor 
in the fields of nutrition education, research 
and technical assistance on workers’ nutrition 
problems are now practically non-existent.” 


Anniversary for Insulin 


The discovery of insulin is “up” for a 25th 
anniversary celebration. The University of 
Toronto observes the occasion on Sept. 16 
with a program to be attended by many inter- 
nationally known figures in the field of medi- 
cine. 

“Among those present” will be R. D. Law- 
rence, physician in charge, diabetic clinic, 
Kings College hospital, London, England; 
H. C. Hagedorn, Gentofte, Denmark; Ber- 
nardo A. Houssay, research institute of ex- 
perimental biology and medicine, Buenos 
Aires, Argentina; and Elliott P. Joslin, Har- 
vard medical school, Boston. 

On Sept. 25, the Indiana University medi- 
cal center, Indianapolis, will be the scene of 
an international diabetes clinic sponsored by 
Eli Lilly and Company. Present at this meet- 
ing will be the co-discoverer, with Sir Fred- 
erick Banting, of insulin: Prof. Charles H. 
Best, Toronto, Canada. 


Packaged Hospitals Up for Sale 


A Washington dispatch of Aug. 17 said 
that three “packaged” hospitals assembled by 
the Navy and ready for shipment when peace 
was declared, would soon go on sale by the 
War Assets administration. Only nonprofit 
hospitals and certain types of priority claim- 
ants are eligible to purchase. 

The three units, “put up” with Navy thor- 
oughness, contain equipment for a 1,000-bed 
and two 600-bed hospitals . . . complete right 
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dlown to medical books and pajamas for pa- 
tients. 

The 1,000-bed unit cost the government 
$250,000, and the other two, $110,000 each. 
A 40 per cent discount on the fair value price 
is permitted by WAA. 

Units are sold “complete.” Purchasers 
must agree to use the units as hospitals, and 
not resell within three years without written 
permission from the WAA. 

Smaller units have already been sold to 
cities and counties urgently in need of medi- 
cal facilities. One 100-bed “package” was 
bought by Salt Lake City, Utah, for use as a 
hospital for crippled children. 

When equipment for a 1,000-bed hospital 
is assembled, it fills about 50 standard freight 


cars. 
e @ 


New Magazine Reviews 
Dermatology and Syphilology 


The Washington (D. C.) Institute of Medi- 
cine has announced publication of a new jour- 
nal, the Quarterly Review of Dermatology and 
Syphilology. The magazine will survey all 
published material on its specialty appearing 
anywhere in the world from January 1, 1946, 
onward, and will be the first review journal 
in its field to provide such complete coverage. 
The new publication is the tenth in the Insti- 
tute’s group of quarterly reviews covering 
specialized fields of practice. 

Donald M. Pillsbury, M.D., is editor-in- 
chief, and the editorial board includes more 
than 30 top-ranking specialists. 


e oe 
Rochester Hospitals Raise Rates 


Members of the Rochester (N. Y.) Hos- 
pital council raised their rates a flat $1 per 
day on July 1, the increase to cover rates in 
wards, semi-private and private rooms. A 
raise in the cost of special facilities such as 
operating rooms, delivery rooms and labora- 
tory examinations has also gone into effect 
at the same time. 

The six hospitals effected—Genesee, High- 
land, Park Avenue, Rochester General, St. 
Mary’s and Strong Memorial—have shifted 
their nurses from a 48-hour to a 44-hour 
week at the same wages. 
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“Bat Doctor... WOW CAN | WASH THE BABY’S 
FACE WITHOUT USING SOAP?” 


The answer, Doctor, is Acidolate . . . Cleansing the inflamed skin in infantile 
eczema when it is moist or oozing, scaly or crusted, has always been a major problem 
for the mother, the nurse, and the physician. It is satisfactorily solved by employing 


bland Acidolate instead of irritating soap. 


Acidolate, a rational and effective replacement for soap, is non-irritating, non-alkaline 
(pH 6.25), non-abrasive, and hypo-allergenic. Low surface tension of this mild yet 
concentrated detergent permits deep penetration between and under the crusts and 
into the skin crevices. Acidolate blends easily with ointments, oils, creams, and 


accumulated skin secretions on gentle massage. Emulsifi- 
cation is brought about during the process of rinsing with 
water, preferably warm, thus facilitating their prompt 
removal. Such cleansing prepares the skin effectively for 
further therapy in infantile eczema as well as in other 
dermatoses. 


ACIDOLATE 


Reg. U.S, Pat. Off. and Canada 
Non-Lathering, Sulfated-Oil Skin Detergent 
Supply: 8 oz. and gallon bottles 


RARE CHEMICALS, INC., Harrison, New Jersey 
West Coast Distributors: GALEN COMPANY, Berkeley 2, Calif. 
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“Oil on Troubled Skin” 








PRESCRIPTION PAD— - 





Notes on new pharmaceuticals, new drugs, new 
methods. A page for the hospital pharmacist. 





Mouth and Throat Infections 


For the local treatment of infections of the 
mouth and throat, such as acute tonsillitis and 
pharyngitis, caused by organisms sensitive to 
sulfadiazine, Squibb has released a new prod- 
uct known as Diazprin Wafers. These are 
chewing wafers containing 5 grains of sul- 
fadiazine and 3 grains of aspirin incorporated 
in a wintergreen-flavored paraffin base. 

The advantages claimed for Diazprin Waf- 
ers are: (1) Rapid production of a high sa- 
livary concentration of sulfadiazine providing 
effective medication for inflamed tissues of 
the throat and (2) the analgesic effect of as- 
pirin on painful mucosa. It is recommended 
that 1 to 3 wafers be used daily, each wafer 
being chewed from 1 to 3 hours. 

Diazprin Wafers are supplied in boxes of 
12, each wafer scored and sealed individually 
in sanitape. The usual caution exercised with 
all sulfa drug preparations should be observed 
in administering Diazprin Wafers to those 
who have previously exhibited sensitivity to 


sulfonamides. 
* € 


Oral Sulfadiazine in Pediatrics 


Eskadiazine is a palatable fluid sulfadiazine 
for oral use. Each 5 cc. (one teaspoonful) 
contains 0.5 Gm. (7.7 gr.) of sulfadiazine— 
the dosage equivalent of the standard sulfo- 
namide tablet. “Eskadiazine” is not an elixir, 
but a stabilized aqueous suspension of Micra- 
form sulfadiazine. 

The physician knows how distasteful it is 
to many children to have to swallow the bulky 
half-gram tablets in which the sulfa drugs are 
usually presented. Even the treatment of mild 
infections ordinarily requires an initial dose 
of as much as 3.5 to 4 Gm.—a dose obviously 
easier to take as a pleasant fluid than in the 
form of 7 or 8 bulky tablets. 

Eskadiazine is accepted willingly because of 
its outstanding palatability, pleasant consist- 
ency and attractive appearance. It is so pleas- 
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ant to take that it may be administered 
undiluted or diluted, at the choice of the 
physician. 

A significant advantage of this preparation 
is indicated in the findings of a recent clinical 
study which show that with Eskadiazine the 
desired serum levels may be far more rapidly 
attained than with sulfadiazine in tablet form. 

Eskadiazine (Smith, Kline and French Lab- 


oratories) is available in 12-fl.-oz. bottles. 
e e 
Thiouracil in Tablet Form 


One of the first companies to offer thioura- 
cil, valuable new drug in the treatment of 
hyperthyroidism, to the medical profession, is 
William H. Rorer, Inc., Philadelphia. This 
new Rorer product will be available in 100 mg. 
tablets, scored, and supplied in bottles of 100, 
500 and 1,000. 

e e 
New and Important Anticonvulsant 


Tridione is the Abbott trade name for a 
new synthetic anticonvulsant drug, which has 
been demonstrated clinically to have a defi- 
nite inhibiting effect on petit mal, myoclonic 
and akinetic seizures in epilepsy. 

Tridione was synthesized during a syste- 
matic research for new analgesic drugs. It 
does have analgesic properties, but in addition 
to these, Tridione shows definite anticonvul- 
sant effects. 

In animals, as in human subjects, large 
therapeutic doses of Tridione may have a 
slight sedative effect, which increases to the 
point of ataxia when excessive doses are ad- 
ministered. As the toxic dose—approximately 
2.0 Gm. per kilogram of body weight—is 
approached in animals, sleep, unconsciousness 
and respiratory depression occur. 

As may be judged from the preceding data, 
the acute toxicity of Tridione is rather low. 

Tridione is indicated in the treatment of 
petit mal, myoclonic and akinetic epilepsy, 
but it may be used in epilepsy due to organic 
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bacteria and viruses is an ever- 
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brain injury if attacks of the types mentioned 
are present. In cases in which the attacks are 
complicated by the presence of grand mal 
seizures, the latter may not be controlled by 
Tridione alone. In such cases, phenobarbital 
alone or with phenytoin sodium may be com- 
bined advantageously with Tridione in doses 
to be determined by the clinical response. 

Tridione may also be used in psychomotor 
epileptic seizures, alone or in combination 
with other anti-epileptic therapy. 

Dosage of Tridione must be determined by 
the response of the patient. In general it 
varies from 1 to 2 Gm. per day for petit mal 
cases. For children under 6 years of age, it 
is advisable to begin with a dose of 1.2 Gm. 
per day in divided doses, and to increase this 
dosage if necessary in order to obtain the 
desired effect. 

In general, the effect of Tridione in petit 
mal cases is seen within 24 to 48 hours. 
Therefore the dose should be increased if no 
benefit is observed within two days. It should 
be decreased if drowsiness appears. If other 
toxic effects appear (skin rash, gastric irrita- 
tion or a “glare” phenomenon), the dose 
should be reduced. If these effects persist, 
the drug should be withdrawn. If these side- 
effects are severe, the drug should be with- 
drawn at once. 

Tridione is contraindicated in patients with 
severe renal or hepatic injury, and should be 
used only with caution and in much smaller 
doses with those patients who have moderate 
damage of these organs. 

Tridione is supplied in 0.3-Gm. capsules 
(List No. 3709) in bottles of 100. 


Eye Infections 


Penicillin is capable of penetrating the 
superficial layers of the conjunctiva and cor- 
nea and of inhibiting or killing the penicillin- 
susceptible organisms present. 

For use in the treatment of superficial in- 
fections of the eye involving the conjunctiva, 
cornea, meibomian glands, and lacrimal sacs 
caused by organisms susceptible to penicillin, 
Upjohn presents Penicillin Ointment, contain- 
ing the calcium salt of penicillin in a potency 
of 250 units per gram. 

Penicillin Ophthalmic Ointment (Upjohn) 
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is supplied in boxes of 1 dozen 1-drachm 
tubes. 

The penicillin is suspended in finely divided 
particles in a neutral, non-irritating base spe- 
cifically designed to preserve penicillin sta- 
bility and facilitate rapid spreading. 





THEY SAY THAT... 


Foreign nurses look to American nurses for 
leadership, guidance, and strength in carrying 
forward the tremendous task which they face 
in rebuilding their profession. They have been 
starved professionally, mentally and _physi- 
cally, they long for outside contacts—for an 
opportunity to get out of their countries and 
mingle with other nurses. 

Every country is eager to send representa- 
tives of the nursing profession to America for 
refresher courses and advanced training. But 
this isn’t just a question of helping them learn, 
they too, have a great deal to contribute—— 
GERTRUDE BANFIELD, Red Cross Nursing 
Service Representative. 





In hospital administration what may appear 
to be a promotion for one person may not be 
for some one else under similar circumstances. 
Sometimes an administrator exhausts the pos- 
sibilities of a particular position and feels he 
must move on to a more challenging appoint- 
ment. This would be a promotion, but it is 
important to recognize the extent to which it 
was determined by the temperament of the 
individual. Another administrator, having 
mastered the intricacies of a situation, may 
prefer to remain at the helm, keeping the or- 
ganization on an even keel.—DEAN CONLEY, 
Exec. Sec’ty, A.C.H.A. 


At the edge of a small town of which | 
have heard there is a large traffic sign which 
bears this warning: “Slow down. Do you 
want to become a statistic?” Gentlemen, it 
is our fear that under this legislation which 
you are now considering, the American peo- 
ple would lose their individuality and become 
simply a group of impersonal units in the 
matter of health and hospital treatment.— 
Tue Rev. Joun G. Martin, Before the Senate 
Committee on Education and Labor. 
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DIAGNOSTIC 
ACCURACY Jwith UNSURPASSED CONTRAST MEDIA 





X-Ray diagnosis is often the indispensable guide to rational therapy. But even 
with the best mechanical equipment, diagnostic accuracy frequently depends upon 
the use of radiopaque media. 


Mallinckrodt research chemists pioneered in the development of X-Ray media 
that are unsurpassed in quality and dependability. 


BARIUM SULFATE U.S. P. XII IODEIKON* 

for X-Ray Diagnosis—made by an exclusive Mallinckrodt proc- (Iodophthalein Sodium U.S.P. XII)—Proposed by Dr. E. A. 
ess for utmost smoothness, excellent suspension, and freedom Graham and his associates and introduced by Mallinckrodt to 
from injurious foreign substances. the medical profession as an X-Ray medi for the visuali 





tion of the gall bladder. 
HIPPURAN* N.N.R. 
(Sodium Ortho-iodohippurate) Relatively non-irritating and 
non-toxic for pyelography, cystography and urography. ISO-IODEIKON* 

(Phentetiothalein Sodium N.N.R.)—This excellent X-Ray me- 
HIPPURAN* STERILE SOLUTION N.N.R. dium permits the examination of the gall bladder and the 
measurement of the hepatic function from a single injection 


(12 grams of Hippuran dissolved in 25 cc. distilled water.) of the dye. 


Literature references as to recommended technic, indications 
and contraindications sent on request. *Trademarks Reg. U. S. Pat. Off. Hippuran U. S. Pat. No. 2,135,474 


MALLINCKRODT X-RAY MEDIA 
INFORMATION AND LITERATURE AT YOUR REQUEST 






FINE CHEMICALS 


MALLINCKRODT | B24 CHEMICAL WORKS | 
: 79 Years of Service to Chemical Users 


Mallinckrodt St., St. Louis 7,Mo. - 72 Gold St., New York 8,N.Y. | 


| CHICAGO - _~ PHILADELPHIA o LOS ANGELES + MONTREAL 
UNIFORM : DEP ENDAS ILS 5 PU 8 ize Y 
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CLINICAL NOTES 


by 
J. F. FLEMING, M.D. 


Each month this department will contain highlights. from 
original sources or from current medical literature of special 
interest to hospital people—Superintendents, Interns, Nurses 





Atomic Medicine 


The use of atomic energy in medicine and 
the medical sciences dates back to the early 
days of radium and its employment in malig- 
nant conditions. Today, radium and similar 
energy from the x-ray tube still lead the field 
in cancer therapy. 

The discovery of isotopes pointed the way 
to another medical use of atomic energy, 
namely, the study of the physiology of vari- 
ous molecules as they pass through the body. \ 
By “tagging” molecules of such substances as 
iron, sulfur, iodine, and carbon atoms in such 
a manner as to make them radioactive, it is 
possible to form “tracers,” and thus follow 
the course of the atoms or molecules in the 
body. 

In this way, it has been possible to study 
the absorption and utilization of iron in 
anemia, iodine in thyroid diseases and in 
normal thyroid metabolism, and even more 
complex chemical structures such as thiamine. 

These isotopes, since they are radioactive, 
have also been studied for their possible 
value in malignant conditions, particularly 
leukemia. Further study will be required to 
determine the value of this form of medication. 

The x-ray itself, which we now take for 
granted, is an excellent example of the use of 
atomic energy for the benefit of mankind. 
Similarly, the electron microscope, which is 
uncovering many of the secrets of cell life, is 
a product of the atomic age. 


Penicillin in Ophthalmia 
Prophylaxis 


It is not yet time to scrap the time-honored 
Credé method of prevention of ophthalmia 
neonatorum, but it may be that one of the 
new antibiotics will eventually supplant silver 
nitrate. 

Penicillin has been used for this purpose 
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successfully, although not on a large enough 
series to suggest its widespread use. It is 
applied locally. 


The Possibilities of 
Streptomycin 


From the Mayo Clinic, Hinshaw and Her- 
rell bring up to date the literature on strepto- 
mycin and outline the proper use of the drug 
(Medical Clinics of North America, July. 
1946). 

As is known, streptomycin is a soluble de- 
rivative of a soil bacillus (Streptomyces 
griseus), prepared by extraction in a manner 
similar to the extraction of penicillin from 
Penicillium notatum. It is available at present 
in the form of a hydrochloride and also as a 
sulfate. Gradually, purer forms are being 
prepared, and it is now being measured in 
milligrams instead of units. One mg. is ap- 
proximately equivalent to 1,000 “S” units. 

The drug is commonly administered intra- 
muscularly in a concentration of 100 to 250 
mg. per cc., and it may, with caution, be 
given intravenously and subcutaneously if a 
pure form is employed. For intravenous use, 
it should be well diluted with isotonic saline 
or glucose solution. 

The minimal daily dose for therapeutic 
effect is somewhere between 1 and 2 grams. 
Although it is excreted more slowly than is 
penicillin, still it is advisable to administer it 
every three to four hours in order to keep 
the concentration high in the blood stream. 
It is well to remember that it is more active 
in a slightly alkaline solution, and in treating 
urinary tract infections the urine should be 
alkalinized as part of the treatment. 

For a limited number of gastrointestinal 
conditions, streptomycin may be administered 
by mouth. It is not absorbed from the gastro- 
intestinal tract in appreciable quantity, and is 
not destroyed within the bowel, thus allowing 
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PIONEERING THAT POINTS TO DISCOVERY ... DISCOVERY THAT DEMANDS LEADERSHIP 





Marcello Mat ght 


1628-1694 
In. 1661 Marcello Malpighi discovered the blood 
capillaries. One of the greatest microscopists of all 
time, Malpighi made his discovery with the crude 
Galileo instrument and without benefit of staining 


PIONEERS IN 
techniques. Th ccurate knowled f the cir- 
PA 4 E NTE RA L TH E RA PY Gilatles, begun by. Harway, chine complied wad 


another link forged in the chain which led to 
present-day parenteral therapy. 







Another Baxter Pioneering Achievement 
... the Vacoliter 


Another milestone in the development of parenteral therapy 
occurred in 1931 when Baxter presented to hospitals 
and the medical profession the first vacuum container for 
intravenous solutions — the Vacoliter. The Vacoliter 
container-dispenser makes possible Baxter’s safe, simple, 
aseptic technique of intravenous infusion—the first 
permanent safeguard of solution sterility. 
Baxter’s many years of pioneering and leadership in the field 
of parenteral therapy are your protection. Hereisa 
parenteral program complete, trouble-free and confidence- 
inspiring. No other method is used in so many hospitals. 
Manufactured by 


BAXTER LABORATORIES, INC. 
Distributed east of the Rockies by Glenview, Illinois; Acton, Ontario; London, England 


AMERICAN HOSPITAL SUPPLY CORPORATION 


CHICAGO e NEW YORK 
Produced and distributed in the Eleven Western States by DON BAXTER, INC., Glendale, Calif. 
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it to act on certain intestinal organisms. 

The clinical field of streptomycin is limited. 
Hinshaw and Herrell warn that it is in no 
sense a substitute for penicillin, and it should 
be used only when there is absolute proof of 
‘the type of organism being treated. Also, 
when it is used, it must be employed in full 
and continuous dosage, as many organisms 
develop a drug-fastness within as short a 
period as a few days. 


Use in Tularemia 

Perhaps the most dramatic results thus far 
obtained have been in the treatment of tula- 
remia. Cure is obtained promptly, and the 
dosage in this condition is small. 

In general, the organisms against which 
streptomycin is most highly effective are 
bacilli which are gram-negative. Not all gram- 
negative bacilli are affected, however, and 
care should be used in the selection of cases. 

One important condition in which the use 
of streptomycin is being studied at present is 
typhoid fever. Some therapeutic effect has 
been reported, but further studies will be 
necessary for a full evaluation. 

Some of the respiratory tract conditions 
which might benefit from the use of the drug 
are those due to Klebsiella and Hemophilus. 
Hemophilus pertussis has been found to be 
highly sensitive to it. Here, as in other re- 
spiratory conditions, it might be administered 
by nebulization. 

Great hopes arose (and have not yet 
dwindled) when it was discovered that Myco- 
bacterium tuberculosis is highly sensitive to 
streptomycin. The difficulty arises, of course, 
in the fact that the disease is a chronic one 
and cannot be cleared up quickly before the 
case becomes streptomycin-fast. Despite this, 
experiments in animals are encouraging, and 
the drug may at least have a suppressive 
action, even if it does not effect a cure. 


After Continued Use 

Regarding toxicity, it appears that in the 
usual dosage the drug is practically non-toxic, 
particularly when purified preparations are 
used. When treatment is continued for weeks, 
there occasionally appear symptoms of ver- 
tigo, ataxia and similar complaints of a minor 
nature. To date, no serious reactions have 
been encountered. 
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Construction 


New York, N. Y.—Time-worn buildings. 
some dating to Civil War days, of the Man- 
hattan State hospital on Ward’s Island will be 
replaced by a new $15,000,000 hospital plant 
for mental patients; construction to start 
immediately. 


Hazen, N. D.—Applications for authoriza- 
tion to construct 20-bed community hospitals 
here and at Westhope, N. D., at a cost of 
approximately $70,000, have been approved 
by the C. P. A. 


OKLAHOMA City, OKLA.—Construction on 
a $250,000 suburban sanitarium for chronic 
and convalescent psychiatric patients and 
alcoholics will be started soon, as an addition 
to the Coyne Campbell sanitarium as soon as 
approval is granted by the C. P. A. 

Woopwarp, Okia.—Plans have been com- 
pleted for the erection of a new $200.000 
hospital building for the Woodward Memorial 
hospital. 

MEsHoppeEN, Pa.—Construction was started 
this month on the new Tyler Memorial hos- 
pital, including remodeling of the present 
structure, cost of which is estimated to be 
$75,000. 

Scranton, Pa.—The $750,000 building and 
expansion program of Hahnemann hospital is 
currently under way, with architects having 
been consulted as to building plans. 

Scranton, Pa.—Plans for the erection of a 
modern maternity wing at Mercy hospital, 
embodying the most recent scientific develop- 
ments in maternity care, have recently been 
announced. 

GoosE CreEK, Tex.—Construction is to 
start soon on the $600,000 San Jacinto Me- 
morial hospital. 

Houston, Tex.—Construction is expected 
to be started soon on a $225,000 maternity 
hospital at the corner of Fannin and Anita, 
according to Mr. Albert Farb of this city. 


Morton, Tex.—Cochran county’s new hos- 
pital, to accommodate approximately 24 pa- 
tients, is now under construction. 

Perryton, Tex.—Contracts have been let 
by Drs. Roy K. and Herbert Sanford for the 
erection of a $165,000 clinic and hospital. 
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c--+=CLIP TO YOUR BUSINESS LETTERHEAD, PLEASE 
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A new, outstanding and 
completely automatic in- 
secticide sprayer. Simple to 
operate—merely fill, set 
time clock, and plug in to 
AC or DC outlet. One fill- 
ing of the West Hydro- 
Mist Vaponzer with Vapo- 
sector Fluid will efficiently 
control roaches in an area 
up to 50,000 cubic feet, and 
achievea POSITIVE KILL 
of flying insects in areas 








of 500,000 cubic feet! 


Amazingly Effective Insecticide 
for use in the West Hydro-Mist Vaporizer 


VAPOSECTOR FLUID is a concentrated insecticide 
especially effective for use in Electric Sprayers It has a 
high killing efficiency and 1s economical and highly effec- 
tive against flies, roaches, mosquitoes, ants, fleas, crickets, 
spiders and many other insects. It will cause roaches to 
crawl out of their hiding places to be killed easily This 
insecticide is harmless to food and fabrics, when used 
according to directions 


*“Vaposector Insecticide when dispersed by the Hydro-Mist Vaporizer can 
achieve a positive kill of such flying insects as Flies, Gnats, and Mosquitoes 
in areas of 500,000 cubic feet! 








The enactment of the Beli and nc | and cut out a few p 
¢ bills will rel 


We are interested in o dem 
Please Send Me Your Bookie: [) 


N.Y., DEPT. HT 





AN of the West HYDRO.MIST VAPORIZER O 





Position 


CONCENTRATED VAPOSECTOR FLUID 









DEATH TO FLIES’ 


IN AREAS OF 500,000 CUBIC FEET! 
THE NEW WEST HYDRO-MIST VAPORIZER 
AUTOMATIC — JUST FILL AND PLUG IN! 
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Planning a New X-Ray Department? 


A doctor who reads chest films with the 
greatest of ease may still be “stymied” in 
pondering architectural blue prints for the 
new x-ray department. 

As an aid to visualizing such planning, the 
x-ray division of Westinghouse Electric cor- 
poration has created new doll-sized models of 
every possible facility in the x-ray depart- 
ment, which may then be arranged and re- 
arranged until located to the satisfaction of 
architect, doctors and hospital authorities. 
Many individuals influence the plans of such 
a laboratory, and this method permits com- 
plete consideration of function, duties and 
routines of technicians, location of equipment, 
comfort of patient, etc. 

As compared to blue prints, these new 
Three Dimensional Studies are said to pro- 
vide a remarkably faster means of visualizing 
a finished plan. 

The model kit, composed of about 1,000 
individual pieces, each scaled so that one inch 
represents one foot, includes not only x-ray 
equipment, but walls, floors, windowse etc.. 
developed in wood, metal and plastic, with a 
finish to resemble the actual unit. To keep 
models up to date, new ones are continually 
being made as new items are developed for 
the profession. 

Value of replacement and expansion of 
x-ray equipment is expected to reach $35,000.- 
000 a year within the next few years, and to 
continue at that level. 





Looking over one of the completely equipped, 
small-scale model x-ray departments recently 
created by Westinghouse as a planning aid. 
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The Cost of Nurse Education 


There are many factors which contribute 
to the cost of maintaining an approved school 
of nursing. And while the service which stu- 
dents give is an essential contribution to hos- 
pital functioning, it still is not enough to re- 
imburse the hospital for the maintenance 
provided, says an article in Silver Linings, 
published by Silver Cross hospital, Joliet, Ill. 

To consider some of the expense items in 
detail, in addition to providing room, board 
and laundry free, there is upkeep of suitable 
living quarters, classroom and_ recreation 
facilities. There are likewise the salaries of 
well-qualified instructors and the time given 
by head nurses and heads of special hospital 
departments to supervising and_ instructing 
students. 

At Silver Cross, the school of nursing also 
pays the tuition at Joliet Junior College where 
three required science courses are taught dur- 
ing the first semester by members of the col- 
lege faculty. 

Fifteen members of the medical staff give 
lectures and other instruction gratis, thus 
eliminating considerable expense which 
schools of other types would have to meet in 
providing instructors of similar standing, 
points out the article. This saving is reflected 
in a lower tuition charge than otherwise 
would be possible. 

“Tt can thus be seen that for the moderate 
fee which the student is asked to pay for 
tuition, books and uniforms, she therefore re- 
ceives her nursing education at far less cost 
than would be required in preparing for other 
vocations offering comparable opportunities.” 


& e 
WAA to Advise on Surplus Property 


The War Assets administration, meeting 
with A.H.A. representatives, recently agreed 
to form a Hospital Advisory committee to 
review set-aside listings and other surplus 
property problems. The WAA will report on 
plentiful items of interest to hospitals. Re- 
gional and branch offices will keep eligible 
hospitals informed about available property. 

The A.H.A. has recommended that where 
surplus items are concentrated in one area, 
allocations be made to surrounding regions. 
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QA-450-N 


ULTRAVIOLET 
LAMP 


First degree erythema over entire 
body in 30 seconds at 30 inches 
(average). 


Full hot quartz spectrum. 


Easily mobile. Fully adjustable. 


bag Maximum operating convenience. 


Pedabep 





ULTRAVIOLET— of Widening 
Usefulness and Established Value 


A leading authority recently listed near- _ bolism, leucocytosis. Destruction of bac- 
ly 200 applications for ultraviolet irra- teria on contact. More rapid healing 
diation. Among its effects may be men- of certain burns, slow-healing wounds 
tioned: Activation of sterols potentiat- and indolent ulcers. More rapid recov- 
ing calcium-phosphorous metabolism. ery after surgery. Tonic and stimulant 


Improvement in skin texture and muscle — effect—enhanced feeling of well-being. 
tone. Increased cellular activity, meta- 


The Burdick QA-450-N Ultraviolet Lamp meets the demands 
of all major applications of hot quartz type equipment. 


Te BURDICK CORPORATION 





— MILTON, WISCONSIN 
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HOW to doit... 


WHERE to get it 


Without cost to you any of the literature, or details on the new 
and products, 
promptly by a reliable manufacturer. This information is prac- 
tical for your hospital. 
magazine, 43 East Ohio Street, Room 624, Chicago 11, II. 


equipment 


y 





listed below, will be forwarded 


Order by number and address this 








No. 317. Operating Table Catalog. This book- 
let describes the posturing and time-saving 
facilities that have long since established the 
pre-eminent position of “American” Surgical 
Operating Tables. What has been published on 
patient-position is unfortunately scattered in 
the literature. The postures fully illustrated 
in the booklet, however, are basic; and altho 
some are purposely exaggerated to show the 
fullest extent of the table’s performance, modi- 
fication to suit an individual technic is easily 
accomplished. Write for free copy today. 


No. 318. French’s Plaster for Bandages and 
Casts is smooth, uniform, free from lumps and 
bubbles; calcined for extreme hardness; initial 
set of 2 to 3 minutes allows ample time to 
apply even a difficult cast. Final set, very 
hard, takes 8 to 10 minutes. Samples and com- 
plete information available on request. 


No. 348. The Mealpack Container, a new stain- 
less steel container, for serving hot meals to 
hospital patients and personnel, has recently 
been announced. Dou- 
ble-seal insulation and 
patented construction 
permit serving in- 
dividual freshly cook- 
ed hot meals in spe- 
cially designed blue- 
plate dishes made of 
ovenware type glass. 
Seals in the original 
cooking heat; holds 
kitchen-fresh nutri- 
tion values, flavors and 
moisture; seals out 
oxygen which destroys 
vitamins; and _ pre- 
Spillage and intermin- 





vents contamination. 
gling of food flavors eliminated. No external 
heat need be applied. Container and dish may 
be thoroughly cleansed in standard dishwash- 
ers. Write for fully illustrated literature. 


No. 279. “One Sure Thing” is the name of an 
attractively printed, photographically illus- 
trated folder just issued, describing in detail 
the safety and other advantages of Deknatel 
Name-On Beads for identifying hospital-born 
babies. Copy will be mailed to any hospital 
executive or physician if requested. 
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No. 349. A Hospital Specialties Catalog, de- 
signed especially for hospital use, has just 
been published by Cutter Laboratories. The 
catalog includes information concerning safti- 
flask solutions, blood equipment, as well as 
biological products which the company has 
available. In addition, there is a complete 


price list, as well as a list of branch offices 
and their phone numbers. Copies may be ob- 
tained by writing. 


No. 337. Hypo-Needle with Plastic Hub. The 
in hypodermic 


first postwar improvement 
needles, a needle with 
the first plastic hub, 
was announced recent- 
ly by J. Bishop and 
Company. The hub of 
the needle being plas- 
tic will withstand all 
commonly used meth- 
ods of sterilizing, elim- 
inates freezing of hub 
and syringe tip and 
thus tends to reduce 
breakage of syringe : 
from this cause. The needle itself is of stain- 
less steel and is so beveled as to cleanly pierce 
and spread the epidermis without undue cut- 
ting, slicing or bruising the skin. Additional 
details on request. 





No. 72. Your Doctor Speaks. The thirteenth 
health message in “Your Doctor Speaks” edu- 
cational health campaign has recently been 
released. This message deals with the old-time 
fears regarding childbirth and is intended to 
allay these fears in the minds of thousands of 
expectant mothers, by directing them to their 
doctors for the helpful knowledge which is 
readily available. The handsome painting of a 
mother and child by a well-known American 
painter, which illustrates the message, is a 
charming portrayal of maternal affection. The 
painting is included with others to illustrate 
the messages in a travelling exhibition being 
circuited to museums throughout the nation. 
Additional information, photographs and color 
prints available on request. 





No. 315. The Seven Ages of a Physician. A 
beautifulf¥ illustrated booklet depicting a se- 
ries of seven paintings by the contemporary 
American artist, James Chapin, will be sent 
without charge, upon request. 
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ARMSTRONG X-4 PORTABLE BABY INCUBATOR 











LOW COST 


SIMPLE 








Low cost @ Underwriter approved @ Simple to operate @ Only 1 


control dial e Safe, low-cost, heat @ Easy to clean @ Quiet and 














easy to move @ Excellent oxygen tent @ Fireproof construction 
e Ball-bearing, soft rubber casters @ Welded steel construction @ 
3-ply safety glass e Full length view of baby e Simple outside 
oxygen connection @ Night light over control e Automatic control 
@ Safe locking ventilator @ Safety locked top lid @ Both F. and C. 


thermometer scales @ Low operating cost @ No special service parts 


Write for detailed descriptive bulletin 





THE GORDON ARMSTRONG COMPANY 
Division FF-1 + Bulkley Building + Cleveland 15, Ohio 


Distributed in Canada by INGRAM & BELL, LTD. « TORONTO - MONTREAL ¢ WINNIPEG » CALGARY « VANCOUVER 
Distributed in Latin America by GENERAL ELECTRIC MEDICAL PRODUCTS CO. + CHicaGo 3, ILLINOIS 












No. 350. Oxycel—Absorbable hemostatic oxid- 
ized cellulose prepared from various mate- 
rials, such as gauze or cotton, by a special 
process of oxidation which converts unoxidized 
cellulose into polyanhydroglucuronic acid, an 
absorbable hemostatic chemical. Oxycel sup- 
plied as individual sterile pads effects prompt 
hemostatis when applied to oozing surfaces 
and when left in contact with incised tissues 
is readily absorbable. May be used alone or 
as a carrier for Thrombin Topical. Literature 
available. 


No. 312. Haemo-Sol, the labor saving no-scrub 
surgical equipment cleaner, will help to pro- 
long the life of some of your equipment which 
is still irreplaceable. While originally designed 
for the cleaning of instruments, it is equally 
valuable for flasks, pipettes, test tubes, sy- 
ringes, hypo needles, etc. Acts quickly; simple 
and economical to use; add only 1 oz. to a 
gallon of hot water. Write for fully descrip- 
tive circular and prices. 





No. 346. Stainless Steel Steamer Basket. In- 
creased interest in steam ‘cooking the past few 
years has resulted in considerable improve- 
ment of the steam cooker itself, and more 
recently Market Forge 
engineers have de- 
signed a basket which 
incorporates all the 
features which their 
research has proven 
desirable. Seamless in 
construction (making 
for longer life), it is 
made from heavy 
gauge stainless steel, 
with rounded corners to make cleaning simple. 
Available in a variety of shapes and sizes, 
perforated or non-perforated. The saving in 
cleaning and maintenance expense alone makes 
these baskets well worth the purchase price. 
Further details and specifications available. 





No. 336. Non-absorbable Suture Materials, 
ready-wound on bobbins for use with the 
Singer and Vim-Ogburn surgical stitching in- 
struments, has now been prepared by Davis 
and Geck, Inc. Materials included are Anacap 
silk, cotton and Surgilon. Ready-wound to 
eliminate time-consuming hand winding, the 
bobbin is placed in the bobbin-holder in the 
surgical stitcher or housing, which is then 
sterilized and ready for use as soon as the 
sterile needle is clamped in position and in- 
strument threaded. Literature will be supplied 
on request. 


No. 307. Foille Ointment is adapted com- 
pletely to the same treatment methods—pres- 
sure dressings, for example—as apply to bland 
ointments. Chemically. Foille offers the follow- 
ing advantages: consistently avoids sepsis; 
markedly controls pain: stimulates quick 
granulation. Also available in emulsion form. 
Write for sample of new Foille Ointment. 
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No. 169. Safety Patches for Rubber Goods. Re- 
pair punctures and snags! Easy to use—takes 
just a minute. Makes glcves, bottles, sheeting, 
etc., last twice as long and cuts replacement 
expense. Literature sent on request co hospital 
superintendents or supervisors 0.: request. 


No. 264. The Scope of Sanitation should be of 
interest to every hospital superintendent in- 
terested in maintaining healthful cleanliness 
in his hospital, in the protection of public 
health, in guarding employees against diseases 
and in destroying insect pests. 68 pages of 
well-illustrated valuable information. Send for 
your copy today—available without charge. 





No. 329. Coffee Newsletter, an interesting 
news sheet including, in every issue, a coffee 
Recipe-of-the-Month, besides many pertinent 
facts regarding that “All-American” drink, 
will be sent to you every month, upon request. 
Also ask for the Coffee Pamphlet, which con- 
tains illustrated instructions on how to make 
good coffee—in an urn or vacuum maker, in- 
cluding also, instructions on the care of both 
types of coffee making equipment. 





No. 13. Knox Quantity Serving Book, contain- 
ing many appealing recipes to use in quantity 
cooking, will be sent without charge upon re- 
quest. Other literature available: Feeding Sick 
Patients, Diabetic Diets, Peptic Ulcer, Infant 
Feeding and Reducing Diets and Recipes. 





No. 344. The Vasoscillator, production of which 
was interrupted during the war years, is back 
on the market, the exclusive product of 
American Hospital Supply Corporation. Used 
extensively for 
treatment of ar- 
terio-sclerosis, 
Buerger’s disease, 
gangrene, edema, 
chronic heart fail- 
ure, ete. Has 
proved especially 
helpful in rede- 
veloping muscle 
tone, in the capil- 
laries and veins, 
relieves venous 
stasis, aids in preventing hypostatic congestion 
and provides systematic exercise for elderly 
patients. Accepted by Council on Physical 
Therapy of the A.M.A. Write for details and 
copy of article describing its use in a New 
York hospital. 





No. 173. Curtain Cubicles. The initial cost of 
Capital Cubicles is the lowest in the market. 
Modern in design, available in white and rest- 
ful colors. Write for illustrated folder, which 
shows typical cubicle installations, enlarged 
view of tubing, fittings and patented curtain 
hook. Deals with factors of cost, installation, 
operation and design .. . contains outline of 
necessary rough sketch to secure, without 
charge, plans, specifications and cost. No 
obligation. 
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SOME OF YOUR EQUIPMENT IS IRREPLACEABLE TODAY 


But Much of it Can be Saved and Salvaged 


*  * TRADE MARK 
With ; AF M | ( | | REG. U. S. PAT. 
= OFFICE 


HAE M Sf THE LABOR SAVING NO-SCRUB SURGICAL EQUIPMENT CLEANER 














While HAEMO-SOL was originally desi d_ for 1 i instr t: it 
The toe RU has been found equally valuable in other Departments, where it has re- 
labor Saving NO-SC sulted in the salvaging of much equipment. A few of its uses are listed below: 
| Surgicg| Instrument Cleane’ OPERATING ROOM—For all instruments, syringes and hypo, needles, razor blades, 
ieee operating knives, surgeons’ needles, rubber tubings, tracheal catheters, mucous tubes, 
Diss ANO and di face masks, sight feed botties and fiiters. 
Dig OL VES THE BLOOD 7, 
_'SENG AGES THE TISSUE FRO CENTRAL SUPPLY—For all instruments returned from wards, as well as syringes, 
SERRATIONS AND LOCKS hypo. needles, catheters, colon and rectal tubes, rubber tubi ! Pp h 





prostatectomy tubes, drainage tubings of all kinds, etc. 


LABORATORY—For fiasks, pipettes, test tubes, slides, cover glasses, syringes and 
hypo. needles. 


°o aplnder pipe lar i rma all instruments, rubber tubings, syringes and hypo. needles, 
etc. 





MEINECKE & COMPANY: we 
Vorick Street ww BLOOD BANK ROOM—For transfusion and infusion tubings, syringes and hypo. 
needles, collection and storage bottles needle tubes and filters. 





Write today for fully descriptive circular 


MEINECKE & CO., Inc., 225 Varick St., NEW YORK 14, N. Y. 











ETHYL CHLORIDE U.5.P. 


IN Goebquers AMBERGLASS 
CONTAINERS 






Recognized for over forty years as a high 
grade, chemically pure product, prepared 
especially for anesthesia. It is stable and 
is guaranteed to retain its purity and re- 
main unchanged indefinitely. The amber 
glass dispenseal bottle is equipped with a 
practical, time-tested, automatic dispensing 
cap which also provides an hermetical seal 
against contamination of the contents. 

4 fluid ounce (108 gm) 

3 fluid ounce ( 81 gm) 

2 fluid ounce ( 54 gm) 


Fine, medium or coarse spray 


For those who prefer, Ethyl Chloride U.S.P. is 
available in the well known Gebauer’s metal tube 


with regulating spray in 40 gm. and 100 gm. sizes. IN TH E PRACTI CAL 


Literature on request. 


THE GEBAUER CHEMICAL CO. DISPENSEAL BOTTLE 


9410 St. Catherine Ave., Cleveland 4, Ohio 
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No. 348. New and improved types of Short- 
Wave Diathermy of various sizes and electrical 
power have recently been designed and engi- 
neered by Lee de Forest, Ph.D., Sc.D., known 
the world over as the originator of the radio 
tube and the “Father of Broadcasting.” Vari- 
ous types, comprising portable, semi-portable 
and office units, in imitation shark-skin, hand- 
some walnut or in steel encasements, are pro- 
vided to meet every requirement of physicians 
or hospitals. Inquiries are invited. 





No. 334. Vitamin Products (Lilly). The eighth 
edition, attractively printed and profusely illus- 
trated in natural color, of Lilly’s literature on 
Vitamins, has recently been released. An 
unusual feature of the booklet is a thumb 
index of the various vitamins: A, B:, Bz, A-D, 
B-complex, etc. Also included: listings of the 
daily vitamin requirements for children and 
adults; the vitamin value of foods; percentage 
of vitamin loss during food preparations; and 
a very complete bibliography. Copies are sent 
without charge. 


No. 211. San Pheno V, a powerful disinfectant 
without a cresol odor; in fact, it has a very 
pleasant odor, makes a clear solution in all 
waters, has a fine soap base; non-irritating 
and non-corrosive. Can be kept on hand over 
a long period of time, yet retains its strength 
even when exposed to the air. Write for sam- 
ple and literature. 


No. 338. The Tri-Saver Coffee System, a new 
method of brewing full-flavored, crystal-clear 
coffee without urn bags or filter paper. An 
attractive brochure, profusely illustrated and 
describing in detail the features has just been 
received in our offices and is available to hos- 
pitals on request. 


No. 326. Ideas for Decorative Floors. This 
booklet, with colorful illustrations on every 
one of its fourteen pages, shows the many at- 
tractive floor designs in their actual colors that 
may be achieved with Johns-Manville Asphalt 
Tile, and will be sent on request without 
charge. By referring to the color chart, also 
included in the literature, you may design your 
own floor patterns. 








No, 347. Mil-Du-Rid, a color- 
less liquid highly concen- 
trated, destroys mildew and 
prevents its return for many 
months. Safe to use diluted 
with water on fabrics or any 
surface (except those rubber- 
ized or water-proofed) that 
would not be injured by soap 
and water. Used as a pre- 
ventive, this fungicide will 
keep mildew from forming. 
Kills garbage pail odors, 
keeps refrigerators and bread 
boxes sweet and clean. May 
be sprayed, wiped or mopped 
on. Comes in gallons for in- 
stitutional use. 
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No. 340. Catalog of Tubular Furniture. A 
fully illustrated catalog in natural colors, is 
now available for the first time in five years, 
inasmuch as that many years have passed 
since the Doehler company were privileged to 
present their quality tubular furniture. Along 
with the attractive catalog, the client furnishes 
their coated fabric color chart, containing six- 
teen samples of Du Pont Fabrikoid upholstery 
material. 


No. 345. The New Instant Sanka, a flavorsome, 
rich, real coffee with 97% of the caffein re- 
moved, is now available 
to the institutional trade 
in convenient, one cup 
envelopes, by which it is 
possible to make a serv- 
ing of either iced or hot 
Instant Sanka in five sec- 
onds. The one cup en- 
velopes, especially pre- 
pared for institutional 
trade, eliminate, all fuss 
and bother of making a 
special brew. Empty con- 
tents of an envelope in a 
cup and add boiling wa- 
ter. A convenient dis- 
penser carton is also offered. Send for prices. 








No. 339. Carbonated Beverages. A recent sur- 
vey among leading hospitals throughout the 
country has brought out some interesting and 
variable uses for carbonated beverages, to the 
effect that water impregnated with carbon 
dioxide has definite physiological value. The 
survey indicated also that 83.5% of the hos- 
pitals make use of carbonated liquids to alle- 
viate post-operative nausea, and more than 
one-third reported its use as “an aid to diges- 
tion”, the majority reporting from two to six 
different uses. An interesting report of the 
survey will be forwarded on request. 


No. 308. Vitamin Therapy, a 105-page resume 
of clinical experience. Each vitamin or vita- 
min factor is treated in a section by itself, 
thus a reading of any section will acquaint 
the physician with all clinical findings of im- 
portance to date for that particular vitamin. 
Complete references are included, also an ex- 
tensive cross-index. A vitamin “chart” is 
included (fortunately, not of the road-map or 
accordian-fold type), a valuable aid to quick 
reference of facts concerning any vitamin. 
This book is handsomely printed in color 
throughout and profusely illustrated with ex- 
cellent color photographs. Free to any physi- 
cian requesting a copy. 


No. 258. Conversion Table. A simple and in- 
genious Conversion Table which enables the 
pharmacist to immediately convert dosages 
from avoirdupois, apothecaries’ or U. S. fluids 
into metrics. Small enough to be carried in 
the pocket. Copies available without charge. 
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No. 321. Portable Baby Incubator. Designed 
to supply constant, automatically-controlied 
heat. and increased humidity for both prema- 
ture and full term babies, for the administra- 
tion of oxygen to either premature or full 
term babies; as an ambulance for the trans- 
portation of babies; for the administration of 
oxygen at a high humidity; as a portable in- 
cubator for use in remote areas where hos- 
pitalization is impractical; and for the incuba- 
tion of a full term baby in shock. Tested 
by over ten years of actual hospital use. Sim- 
ple and safe to use; and low in cost. Write 
for illustrated leaflet and price. 


No. 332. Winthrop Prescription Vitamins. A 
beautifully illustrated booklet describing the 
large variety of Winthrop vitamin prepara- 
tions that are available in convenient forms 
for oral and parenteral administration. For in- 
stance, under Natural Vitamin A, you will find 
Afaxin, giving first a description of the prod- 
uct; its action; indications; dosage; and 
finally, how supplied. Each of the vitamin 
products are thus illustrated and described on 
the following pages. A complimentary copy 
will be sent you on request. 





No. 342. Handy Literature File, a sturdy filing 
box, bound in red-purple cloth and stamped in 
gold, is being presented to all physicians by 
the Schering Corporation, to help the doctor 
preserve the many scientific folders he receives. 
The handy file boxes are presented free of 
charge, upon request, as another Schering serv- 
ice to the practitioner. Also being offered, 
without charge, to physicians and pharmacists 
is a Portfolio of reproductions of the unique 
medical drawings by Rockwell Kent. Each 


drawing portrays the mental symptoms of a 
patient suffering from a specific endocrine de- 
ficiency. The full color reproductions are 11 x 
15,” mounted for framing, devoid of any adver- 
tising. 





Carroll Adams of Davis & 
Geck, Ine., Brooklyn, was 
unanimously elected pres- 
ident of the Medical Ex- 
hibitors Association, at 
their annual meeting held 
in San Francisco, July 2. 
Other officers elected were: 
Don Court, Cutter Labora- 
tories, Berkeley, Calif., 
Vice President; Harold J. 
Cowell, Lea & Febiger, 
Philadelphia, Secretary; 
and John MacGregor, MacGregor Instrument 
Company, Needham, Mass., Treasurer. The 
following directors were also elected: S. Solo- 
way, J. A. Deknatel, Inc., Long Island City; 
T. G. Ferugia, Hanovia Chemical & Mfg. Co., 
Newark; J. C. McClelland, V. Mueller & Co., 
Chicago, for three years; C. H. Yocum, Bec- 
ton, Dickinson Co., Rutherford, N. J., for two 
years; and A. G. Clarke of the R. J. Reynolds 
Tobacco Co., New York, for one year. An- 
nouncement was made of the establishment of 
a permanent secretary’s office in the Stock Ex- 
change Building, Philadelphia. 
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“VAPOR-ALL” 


VAPORIZER-INHALATOR 


for 








Respiratory 
Disturbances 











Vapor-All enjoys an estab- 
lished reputation in hundreds 
of hospitals because it was 
designed to satisfy the need 
for an efficient, safe and 
trouble-free inhalator-humid- 
ifier. Vapors start quickly. 
The visible water level and 
the fully encased heater, as 
well as the thermostatic cut- 
off (for A.C.) insure safety. Runs up to 12 hours 
continuously! Separate medicine chamber! 


Approved by Underwriters’ Laboratories and by the 
Council on Physical Medicine of the A.M.A. 


Order from your dealer; if not available order 
direct from 


SANIT-ALL PRODUCTS CORP. 


Greenwich. Ohio 
Makers of Baby-All Sterilizers—Bottle Warmers- Vaporizers 


ES 


Model EV10 
Complete as Shown $ 
Runs 12 Hours 14.65 





Tablet Method for Detecting Urine-Sugar 
—offers an economy in your practice. 
If you run more than 10 tests daily, it will pay you to 
purchase Clinitest Reagent Tablets for this simple, speedy 
test, in low priced bottles of 100 and 250. 
For complete information write — 


AMES COMPANY, Inc. 


ELKHART INDIANA 
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PERSONALLY SPEAKING... 





AFFELDER, Harry F.—Has been elected 
president of Mount Sinai hospital, Cleveland, 
following previous service as vice-president. 
He also is president of the Cleveland Welfare 
federation. (See Myers.) 

Beck, Cot. CLyp—E M.—Has been appointed 
commanding officer of Pratt General hospital, 
Coral Gables, Fla. (See Corliss.) 

Britton, Owen U.—Formerly assistant 
supt. of Washington (Pa.) hospital, has be- 
come administrator of Rochester hospital, 
Beaver, Pa. 

Brown, Mrs. Birpice JANE—Has retired as 
administrator of Vinita (Okla.) hospital, after 
many years of service. 

Burns, Dr. E. P.—Formerly chief medical 
officer of the VA hospital, Biloxi, Miss., is 
transferred to Montgomery, Ala. (See Hille). 

CARLYLE, SyLviA—Has been succeeded as 
supt. of Dickinson County Memorial hos- 
pital, Abilene, Kan. (See Olive.) 

CHENEY, Dr. CLARENCE O.—Has retired, 
after 35 years’ service in various psychiatric 
hospitals in New York State, the last ten as 
medical director of New York hospital, West- 
chester Division. (See Wall.) 

Criark, Lt. Cot. RanpoLtpH LeE—Is the 
recently appointed director of M. D. Ander- 
son Hospital for Cancer Research, a part of 
the big new Texas Medical center in Houston. 

CLEVERLY, Mare B.—Has resigned after 
five years as supt. of Tobey Hospital, Ware- 
ham, Mass. (See DeLong.) 

CocuraNn, Frep—Will resume directorship 
of Camden-Clark Memorial hospital, Parkers- 
burg, W. Va., in September. He had held 
the same position for ten years prior to his 
resignation a year ago. 

Coruiss, Cot. A. H.—Formerly command- 
ing officer of Pratt General hospital, Coral 
Gables, Fla., has been transferred to Fort 
George Wright, Wash. (See Beck.) 

Curran, Dr. FRANK C.—Was recently ap- 
pointed director of Eastern Maine General 
hospital, Bangor, Me., after four years as as- 
. sistant administrator, the last two as acting 
administrator. 
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DaniEL, James M.—Formerly administra- 
tor of Arlington (Va.) hospital, now is ad- 
ministrator of Columbia (S. C.) hospital. 
(See Rogers.) 

Davis, Dr. Joun C.—Resigned as supt. of 
Meadville (Pa.) City hospital. (See Werle.) 


DeLonc, BertHa—Has been appointed 
supt. of Tobey hospital, Wareham, Mass. (See 
Cleverly.) 

DuryYEA, CLARENCE W.—TIs now assistant 
supt. of Yonkers (N. Y.) General hospital. 
He comes to this post after service in the 
medical administrative department of the U.S. 
Army (in which capacity he was stationed 
at Vaughan General hospital, Chicago), and 
a year’s prior overseas service as civilian ad- 
ministrator for the Eritrea Service command. 


ELLincsworTH, Dr. JosEpH—Having filled 
a-military-leave vacancy as supt. of Peoria 
(Ill.) State hospital since 1941, has been suc- 
ceeded in that position by Dr. Richard J. 
Graff. (See Graff.) 

FINKBEINER, CHESTER—Has been appointed 
supt. of Central Washington Deaconess hos- 
pital, Wenatchee, Wash. (See Howarth.) 

Fiynn, Dr. A. G.—Has been named acting 
head of Poplarville (Miss.) hospital. 

Fox, Ctyp— W.—Is the new administrator 
of Tucson (Ariz.) Medical center. During the 
war he was a Medical corps administrator 
with the rank of major. Prior to entering the 
service in 1942, he had been assistant supt. 
of Stanford University hospitals (1937-42) 
and business manager of St. Luke’s hospital, 
San Francisco. 

GARRETT, Maj. Ross—Has been appointed 
consultant to the surgeon general, U.S.A., in 
which capacity he will be particularly con- 
cerned with the postwar phases of Army hos- 
pital administration. Now on terminal leave, 
Major Garrett comes to his new post after 
four years as director of the U. S. Army 
Medical Department Control Division, a job 
involving the directing of management control 
and personnel at the Army Medical Center 
(comprising the 3,000-bed Walter Reed Gen- 
eral and Convalescent hospital, the medical 
department’s professional service schools, re- 
search and production laboratories) . 


GRADIE, FREDERICK W.—Former comp- 


HOSPITAL TOPICS AND BUYER 





FOR Y 


COMPLETE; 
PROPHYLAXIS — / | 





AND H 
THERAPY-- 
in treating wounds— = / 
burns—compound : 
fractures— 
lacerations / 


SULFANILAMIDE 


OSE SOME ae 





Combination autoclave, instrument 
and water sterilizer and water still 


Here's the ideal unit for small hospitals, indus- 
trial plants and clinics. This one small unit 
furnishes complete hospital sterilization! 
j The autoclave is 16 x 24. The water sterilizer, 
. which serves as a generator, is of six gallon _ 
: Fae a tagiiiy sees capacity and mounted vertically. A one gallon 
water still is mounted as part of the outfit 
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troller and assistant supt. of Memorial hos- 
pital, New York, N. Y., now is administrator 
of Glens Falls (N. Y.) hospital. 

GraFF, Dr. RicHarp J.—Began his appoint- 
ment as supt. of Peoria (Ill.) State hospital, 
July 1. Recently discharged from the U. S. 
Army Medical corps, Dr. Graff formerly was 
assistant supt. of Dixon (Ill.) State hospital. 
(See Ellingsworth.) 


Hamitton, H. E.—Has succeeded to the 
post of supt. of Gaston Memorial hospital, 
Gastonia, N. C. (See Heaton.) 

HARSHBERGER, BERNICE—Resigned as supt. 
of Centre County hospital, Bellefonte, Pa. 

Harttey, Mrs. F. G.—Resigned as supt. 
and manager of Newberry County (S. C.) 
hospital. (See Henderson.) 

Heaton, Mrs. Jessie Maxwe_i—Retired 
as supt. of Gaston Memorial hospital, Gas- 


tonia, N. C., after 26 years in office. (See 
Hamilton. ) 
HENDERSON, JAMES W.—Has been ap- 


pointed supt. and manager of Newberry Coun- 
ty (S. C.) hospital. (See Hartley.) 

HICKERNELL, Leon N.—Has been promoted 
from supt. to director of University hospital. 
Augusta, Ga. 

Hite, Dr. RicHarp W.—Was recently ap- 
pointed chief medical officer of the VA hos- 
pital at Biloxi, Miss. (See Burns.) 

Hopces, MariaM— Recently appointed 
supt. of Canastota (N. Y.) Memorial hos- 
pital (succeeding Mrs. Elmer Larey), Aug. 1. 
to accept another position. 

Hopwoop, Dr. ArtHuR T.—Is supt. of 
Cambridge (Ohio) State hospital, the former 
Fletcher General (Army) hospital. 

HowartTH, A. L.—Resigned as supt. of Cen- 
tral Washington Deaconess hospital, Wenat- 
chee, Wash., to superintend that hospital’s ex- 
pansion program. (See Finkbeiner.) 


LatcHaM, Joun F.—Business manager of 
the University of Colorado Medical school and 
hospitals, Denver, 1928-42, and more recently 
a captain in the Medical Administrative corps 
in the South Pacific and Korea, has been ap- 
pointed assistant director of Rhode Island 
hospital, Providence. 

Lowrance, W. W.—Became supt. of 
Tuomey hospital, Sumter, S. C., August 15. 
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He has been director of the hospital survey 
of the North Carolina Medical Care com- 
mission. 


McCarry, Dr. J. W.—Has been appointed 
manager of the temporary VA hospital at 
New Castle Army Air Base, Wilmington, Del. 


MITCHELL, S. R.—Resigned as supt. of 
Laconia (N. H.) hospital. (See Rich.) 


MoHLER, THE REv. Harotp W.—Is now 
permanent supt. of Methodist hospital, Fort 
Wayne, Ind. 


Mountrorp, Dr. ArTHUR H.—Has been 
named manager of the VA hospital at Fort 
Mackenzie, Sheridan, Wyo., succeeding Col. 
H. W. Sterling. 


Mu uns, Dr. GLENN—Formerly chief med- 
ical officer of the VA hospital. at Milwaukee. 
Wis., has been transferred to Bay Pines Vet- 
erans’ hospital, St. Petersburg, Fla. (See 
Wright.) 


Myers, Max—For many years president of 
Mount Sinai hospital, Cleveland, now is hon- 
orary president. (See Affelder.) 


O’DELL, Mrs. CATHERINE HAMMOND— 
Formerly of the Good Samaritan hospital, 
Portland, Ore., now is supt. of the new 
municipal hospital, Seaside, Ore. 


OLIVE, ERNESTINE—Former Army nurse, 
is the new supt. of Dickinson County hos- 


pital, Abilene, Kan. (See Carlyle.) 


PETERSON, ORVILLE—Succeeds J. W. Meyer 
as supt. of Copley hospital, Aurora, IIl., after 
four years as captain in the Army’s Medical 
Administrative corps. Prior to his military 
service, Mr. Peterson was supt. of Eldora 
(Ia.) Memorial hospital. 


PraTHER, Dr. D. J.—Has resigned as supt. 
of the Federal hospital, Talihina, Okla. 

Ricu, VeRNon—TIs the new supt. of La- 
conia (N. H.) hospital. (See Mitchell.) 


Rocers, JAMES—Former administrator of 
Columbia (S. C.) hospital, now is with the 
medical administrative service of the VA. 


(See Daniel.) 


Ross, Dr. Epwarp—Recently named supt. 
of Bellevue Place for Nervous and Mental Dis- 
eases, Batavia, Ill., formerly held the same 
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Also, Germa-Medica is friendly to 
the most tender skin. The reason is 
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And when you dispense Germa- 
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position at Manteno (Ill.) State hospital. 

ScaTTERGOoD, Dr. JosePH, Jr.—Succeeds 
the late Alton F. Reichgert as administrator 
of Chester County hospital, West Chester, Pa. 

ScHMEUSZER, THE Rev. ALBERT, D.D.— 
Succeeds The Rev. J. P. Meyer as superintend- 
ent of Evangelical Deaconess hospital, Mil- 
waukee, Wis. 

SHarp, FREDERICK A.—Former adminis- 
trator of Margaret Pillsbury hospital, Con- 
cord, N. H., is supt. pro tem of Monadnock 
Community hospital, Peterborough, N. H. 

Sits, J. E—Has been appointed director 
of the former Army hospital in Torrance, 
Calif., recently taken over by Los Angeles 
County from the Port of Embarkation. Mr. 
Smits was formerly assistant director of the 
Los Angeles County hospital, Los Angeles. 

STOLLERMAN, Dr. Maurice—Supt. of Mir- 
iam hospital, Providence, R. I., since Decem- 
ber, 1941, recently resigned to enter the public 
relations field. 

Sutton, Dr. Frank C.—Was appointed 
medical director of the Rochester (N. Y.) 
General hospital June 26, after having served 
as acting medical director since October, 1945, 
as assistant medical director and director of 
medical education, 1942-45. Dr. Sutton’s 
earlier administrative experience was as as- 
sistant superintendent of St. Luke’s hospital, 
Cleveland (1940-42). 

TayLor, Vay, R. N.—A graduate of Hill- 
crest hospital school of nursing, Tulsa, Okla., 
has been appointed supt. of Cowart-Sisler hos- 
pital, Bristow, Okla. 

TuRNER, Cot. Mitton—Is administrative 
director of Swedish hospital, Seattle, Wash., 
succeeding the late Dr. N. A. Johanson. 

Unruu, GeorcE W.—Has resigned from 
the administratorship of Riverside hospital, 
Paducah, Ky. 

VaDAKIN, CHARLES E.—Has resigned as 
administrator of Fairmont (W. Va.) General 
hospital to go into the hotel business in Ohio. 

Watt, Dr. James H.—Took over the medi- 
cal directorship of New York hospital, West- 
chester Division, July 1. The division is the 
hospital’s psychiatric branch in White Plains. 
On the staff of Westchester Division since 
1928, Dr. Wall has been its assistant director 
since 1936 and is assistant professor of clinical 


54 


psychiatry at Cornell University Medical 
college. (See Cheney.) 


Watiace, Henry N.—Recently resigned 
supt. of Washoe County hospital, Reno, Nev., 
is now head of Children’s hospital and Chil- 
dren’s hospital convalescent home, Los 
Angeles. 

Watton, Dr. HaroLp M.—For nine years 
medical secretary of the General Conference 
of Seventh-day Adventists, Washington, D. C., 
has been appointed medical supt. of White 
Memorial hospital, Los Angeles, Calif. Prior 
to his work in Washington, he was for ten 
years medical supt. of Loma Linda (Calif.) 
sanitarium and hospital. 

WERLE, James E.—Is now superintending 
Meadville (Pa.) City hospital. (See Davis.) 

Wituiams, J. L.—Recently became admin- 
istrator of Sheridan County (Wyo.) Memorial 
hospital. 

Wricut, Dr. Lestic H.—Assistant supt. of 
Peter Bent Brigham hospital, Boston, 1924-30, 
and supt. of Genesee hospital, Rochester, N. Y., 
1930-46, is now chief medical officer of 
the VA hospital at Milwaukee, Wis. (See 
Mullins.) 


Legion to Investigate Rheumatic 
Heart Disease 


Since rheumatic fever and rheumatic heart 
disease are major medical problems which are 
still relatively unexplored, the American Le- 
gion and its auxiliary plan to pioneer a na- 
tional health program in this field. 

The program includes appointment of a 
traveling executive secretary, preparation of 
reading material to help parents, schools and 
organizations to recognize signs of the disease 
in its early stages. They also plan to estab- 
lish a fellowship in some prominent medical 


research center. 
e e 


Streptomycin Distributed 
Through Hospitals 


Limited commercial distribution of strep- 
tomycin through 1,600 general hospitals will 
begin Sept. 1, according to Aug. 19 announce- 
ment of the Civilian Production administra- 
tion. The drug will be available to physicians 
through the local hospitals. 


HOSPITAL TOPICS AND BUYER 





Since 1922 when Hospital Industries’ Association 
was first formed, this simple insignia has been a symbol 
of distinction . . . signifying progress, research, 
development, cooperation. 
H.I.A. member firms, through 24 years of peace 
and war, contributed conspicuously to miracles in 
; : medicine . . . modernized techniques in hospital care, 
Your Buying Guide 2 . 
fe and equipment. Today, at voluntarily controlled 
Known Brands... prices, they are producing the world’s finest peacetime 
Known Quality services and supplies so that hospitals may operate 
more economically and efficiently—while providing a 
greater degree of comfort and security to patients. 
So, in choosing this Seal as your buying guide 
you are assured Known Brands—Known Quality 
...and your judgment is justified. 
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helps to. healthy future 


e FOR YOU 
e FOR YOUR COMPANY 
e FOR AMERICA 


sana TIME IT’S FOR YOU— OFFICIAL APPOINTMENT— 


A booklet for em- The person ap- 
ployees. Explains pointed Savings 
howthe payroll Bond Officer for 
savingsplan his organization 
works... goalsto is entitled to dis- 
save for. play this certifi- 
cate of identification. 














ORAOAL APROINTMENT 





OFFICIAL COMMENDATION— THE PEACETIME PAYROLL 
A certificate of SAVINGS PLAN— 


commendation by A booklet for key exec- 
: the U.S. Treasury ~ utives. Contains helpful 
‘ foreverycompany suggestions on the con- 
operating the pay- duct of your ome 
roll savings plan. savings plan. 
You can display it proudly. 























| F you're not already using these helps to a healthy future, get in touch 
with your State Director of the Treasury Department Savings Bonds Di- 
vision. Keep up your payroll savings plan. It builds security for all! 


The Treasury Department acknowledges with appreciation the publication of this message by 


This is an official U. S. Treasury advertisement prepared under the auspices of the 
reasury Department and Advertising Council 
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for €O2 absorption 


in anaesthesia 
in oxygen therapy 


WILSON SODA LIME 


(U.S. P.) 





e high absorptive capacity 


e stocked by your supplier in 
regular or indicator types 


e free from caking, dusting, or 
heating 


e 2 moisture grades, 3 mesh sizes 


e non-deliquescent 


e available in jars, cans, or pails 
a medical standard for more than 25 years 


Genuine 








A PRODUCT OF DEWEY AND ALMY CHEMICAL COMPANY 
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It is estimated that one in every fifty people in 
the United States is potentially a diabetic .. . 
that one in every two hundred fifty is already 
diabetic. Through prudent regulation of diet 
and exercise, together with appropriate doses 
of Insulin, these individuals may expect to lead 
close to normal lives. 

Therapeutic response to Insulin varies with the 
individual patient; therefore, Iletin (Insulin, 
Lilly), Nletin (Insulin, Lilly) made from zinc- 
Insulin crystals, and Protamine, Zinc & I[letin 
(Insulin, Lilly) are made available in various 
strengths. Iletin (Insulin, Lilly) preparations 
are available through the drug trade. 


a ie el ae Sie f AN D COMPANY 


INDIANAPOLIS 6, INDIANA, WU. S. A. 








